RCA VIDEO DISC PLAY- 
ERS with CED (cap- 

acitance) pick- 

ups; plays video 


discs like rec- 
ord player plays 
These 
"techno- 
they 
must 
play. 


* re records. 
#SJIT-090 are the 
logial losers" to VHS video because 
"play" only--no recording--and they 
be "flipped" to Side 2 for complete 
However, LOW PRICE 
may outweigh disad- Prissy 
vantages for those - 
who want a cheap vi- 
deo player. Some 
disc movies avail- 
able (see below). 
Units removed from 
service and sold as 
"used-operational, but adjustments may be 
required"; approx 6x17x16, 24 lbs sh. 
#SJT-O90, Autoload, Fast-Forward, Pause; $40. 
#SGT-100W, FOR-REV for "Rapid Access" & "Vi- 
sual Search"; Pause, manual loading. $44.50 
+ +> > + + + a +> + > + > ~ + > a > > > + +> + 
AS-IS, NON-OPERATING VD PLAYERS for parts or 
for experiment. Each have video boards with 
house-numbered IC’s including MPU, stepper 
and turntable motors, DC supply, xtals, etc. 
#NO-SJT-O90, more IC’s, 22 & 10 V supply, $20 
#NO-SGT-100, 22 & 7.7 V power supply, $22.50 
* * * * * * * * * * * * * * * * * 1 * * * * 
We have some "used" 
movie video discs as 
recent as 1985. Be- 
cause they are used, 
discs may have occa- 
sional "blip-skips" 
in the video. If the 
customer finds a 
disc’s condition in- 
tolerable, customer 
must notify us within 10 days of intent to 
return for exchange. WRITE for list or call 
to check for title availablity. Quantities 
limited! 2 lbs sh. Used, $10 ea; 3 for $25. 

* TWO-DISC MOVIES, $15.00 ea; 2 for $25.00 * 


eee 


#SGT-100W 


UHF VARACTER TUNER, cov- ~ © ee me a 
ers 450-900 MHz; use for. * ate LP alos 
TV repair or modify for q 
scanners, etc. Approx 47 MHz IF output; 

300 ohm ANT input, SO ohm OSC out. Requires 
+15 (B+), 3-10 (AGC) and 0-30 VDC (tune). 
3.5x3.5x1, 1 lb. GE #EP85X66, unused, $5.95 


MANY ITEMS AT SPECIAL SALE PRICES! 


MAMIYA SEKOR VIDEO CAMERA 
ZOOM LENS, manual adjust 
14.5 to 52 mm £1:1.8 plus 
MACRO position. Focuses from 
4 feet to infinity. Good ex- 
perimenter item. On 2.3x3.3 bracket; 4.3" 
long, 2 lbs sh. #VZL-1452, unused, $22.95 

*> ad * + + +> > + +> + > > - +> > + + 
VARIABLE DENSITY FILTER 
for binocular lens; coup- 
led density control on 
both lenses. Distance be- 
tween lens centers varies 
each threads onto 1.3" 
#VD-FIL, unused, 


+ + 


TBS Te NS oe iid 3 


Made for U.S.N. $4.95 


12 VDC IMMERSION PUMP, 

probably from auto/RV 

market; 3/8" dia outlet 

moves about 1 gallon/minute. @ 

Operates on higher, volt- 

ages with increased flow 

rate for short periods: @ 24 VDC, 1.5 gal/ 
min; @ 35 VDC, 2 gal/min. For non-flammable 

fluids only because fluid flows thru motor 

acting as lubricant. Use in fountains, solar 
As Ke ole” 

$5.95; 2/310. 


water or science fair projects; 
dia, 


2 lbs. #HAR-12V-IMP, NEW, 


BC-659 TRANSCEIVER, 
late WW-2 vehicular 
radio; transmits and 


channels over 27.0 to 
38.9 MH2 FM. Trans- 
mitter output: 1.3 W. 
Set has tuning meter 
a, speaker, and tubes 
S/1LNS, 2/3B7, 4/3D6, 1LH4, 1LC6, and 1R4. 
Uses FT-241 crystal-type (not included) and 
requires 1.5 VDC 0.94 amp, 90 VDC 48 ma, 7.5 


VDC 300 a, and 150 VDC SO ma. Size: 12x1i6.5 
x21.5, 40 lbs sh. Used-not checked, $65.00 
MANUAL for BC-659 (SCR-609-610), $10.00 


PP-114/VRC-3 VIBRATOR 
POWER SUPPLY, provides 
voltages for BC-1000 
WW-2 backpack trans- 
ceiver in vehicular in 
use from 6, 12, or 24 UF 

VDC input Clamps directly to BC-1000; 
9’ DC cable; 5.5x12x9.5, 35 lbs. Used, 
MANUAL for PP-114, partial repro, $8.50 


with 
$65. 


dia barrel. 


receives on two preset 


- we 
EKTRONIX 453 PORTABLE &y ree 
SCOPE, solid-state DC to a¢ oe 6 
50 MHz dual trace unit ee * c. 
with 6 x 10 division CRT. Sat Mer SBOP 


Sweep 0.1 usec to 5 sec in 24 calibrated 
steps in 1-2-5 sequence (Channel A) or to 0.5 
sec (B). Sweep delay 0.2 usec-S50 sec. Verti- 
cal sensitivity 5 mv to 10 V/div in 11 steps. 
Input impedance 1 megohm shunted by 20 pf. 
Horizontal deflection 0.1 usec to 5 sec/div 
(A), to 0.5 usec (B). Amplitude and and Time 
Calibrator 1 V, 0.1V and 5S ma at external 
jacks. Also Automatic or Normal Trigger, X10 
Magnifier and Beam Finder. Requires 90-136/ 
180-272 V 48-62 Hz. With partial reproduction 
of book but Less front cover. 7.1x12.5x20.5, 
35 lbs. Used-reparable, $350. Checked, $475. 


LAMBDA REGULATED DC SWITCH- 
m ING SUPPLY, output 24 VDC 
26.5 amps @ 60 C from 95-132 
“VAC 47-440 Hz input. Regu- 
lation +/-0.1%; output ad= 
Rugged enclosed modular de- 


ny ae eae 
justable +/- Si. 
sign; with book. 4.9x2.4x8.5, 
5 lbs. #LRS-53-24, NEW, $39.95 
*) Wile ee A a ge ie a Pe a ee 
EXELON DC REGULATED SUPPLY, 
S VDC 3 amp and 12 VDC O.1 
amp output from 115/230 VAC 
47-63 Hz input. This is not 
switching-type. L-mount; 5x 
S.3x2.8, 4 lbs. #PS-1545, unused, 


$9.95 


ny te T-368/URT TRANSMITTER, 

a my 1.5 to 20 MHz @ 450 
watts CW, 400 watts AM. 
} Has master oscillator, 

‘ ¥ i frequency multiplier, 
exciter with 6000 tube, 
. and final power amp. 
i ——-—s« 4- 400A tube in P-A and 
two 4-125A’s in the mod- 
ulator; 1500 pf and 300 
pf 10 KV vacuum variable 
capacitors for P-A tun- 
ing. Input levels: 3-5 volts FSK, 30 V max 
ext-excitation. Input imped: 56 ohms FSK, 
1000 ohms external. Requires 115 VAC 50-60 
Hz 1570 W (CW), 2200 W (AM). 41.5x32x31, 650 
lbs net; 800 1b sh. Used-good condition but 
not checked, $595. OPERATOR’S MANUAL, $7.50 
MAINTENANCE MANUAL, partial repro, $15.00 


Fair Radio Sales Co. 


P.O. Box 1105 - - 1016 E. Eureka St. 


Lima, Ohio 45802 


419-223-2196/227-6573 
24 Hr. FAX 419-227-1313 


FAIR RADIO SALES CO., INC. 


MoD Tec 


MODUTEC METERS, 3"Wx2. 25"H 
#MOD 25-0-25 VDC, $5.95 


#MOD 10-0-10 amp DC, $6.95 
MATCHED SET of above, $11. 


WATER TEMPERA- 
TURE METER, 
3" dia with 
20-240 F 
expanded 
scale. 

W/6 ft 
copper ~ 
capillary. a 
#261-9858, NEW $14. 
LP-GAS METER, 0-1 
Vbe full scale. 
Mounts in 2" dia. 
hoie. Chrome 


finish #48560-2, 
$1.50 ea. 


DC AMMETERS by 
Mercer Hlectron- 
ics, S$x3s; fits 
in 22" dia hole. 
FS=50 MV; NEW. 
0-300 ADC $7.95 
0-800 ADC $7.95 


. 


0-50 KV DC & 
0-20 VDC scale 
FS=1 MA DC; 
48x4 blk face. 
Mercer Eleo 
mfg. NEW 
#MER-5SOKV~20V, $B2O5 $4.95 


er Triplet+ 
equivalent: 
cece taae a OP me 
made £/Wes-— 
Elec- 
Mount 
ere a hole: 
Used ¢19 fae a ao 
Specify 
9-2F00 VD 
FS=S50 MV: 


9-200 AD 


8-50 


amps DC, 
9-300 ADC 


CLEAR PLASTIC 
METERS, 2-3/8" 
sq. fit 2-1/8" 
dia. hole. MMI 
mfg. Unused. 
» #D1145-2, 0-5- 
50 MADC, FS-5 madc, $4.95 


#DS630, O-3 VDC, $4.95 


MICROMHOS DYNAMIC 


» MUTUAL CONDUCTANCE 

Kop useo In 1-177 TUBE 

bo I) CHECKER Basic 0-|.4 
MA. HICKOK #547A 
STK# 3F 1350 .95 


TV=-2 REPLACEMENT 

MMETER, 0-250 
SCREEN VOLTS, 

? FS-| MA. 23 Ro, 

SEALED. New $5.95 


DECIBELS 


-20-0 and -15-0-+5 DB =.=" 
Sia blk face; FS=100 ua, $6 


-|2-0-8% os 100 ua=Fs 33"'RD 
BLK. RUGG. WAC4586 wn $7.95 


FS=1 ma; O=1 
rd sealed $6. 


-15-0-+6 DB, 
MW/600 . 2.5" 


OTHER VALUES IN STOCK ,WRITE 


Power SET +6 To 0 To-3 
a8 D. FS-200 UA, WAcLINE 
1496/400 ruce/seaL U $3.95 


ANTIQUE 0-10 A 
DC TEST METER 
with mirrored 
3" scale and 
terminal posts; 
Westinghouse 
PX-14. 5.3x4.3 
x1.5, 4 lbe sh. 
| Unused, $18.95 


METER ASSORTMENT, 
weet Va tive U.S. mfg me- 
ters 24*%-3$"-up; 


mixed odd scales, FS-100 ua 
and up--no choice $10/asst 


PRESSURE METER 

0-30-60 in in- 

erements of 10; 
electrical type 

as used in mil- 

vehicles. 2%" dia 

O.D. green rim; #6620-514 
-4662, unused, $4.50 ea 


OIL PRESSURE, O-SO incre- 
ments of 23 2.5" rd, off- 
white face. #4250 NEW $4. 


ROENTGENS 
PER HOUR METER 
50 MICROAMPERE 
D.C FULL SCALE 
34" RUGGEDIZED 
REMOVE ABLE 
ayy PLASTIC LENSE, 

———— BLACK FACE. 
Top scace 0-500,Lower 0-10 
#300-10764 UNUSED $4.95 


Weston 643 

43" oR EQ. 
Mra. PT. NO. 205007 NEW 
STk#6625-557-0899 $8.95 


VACUUM GAUGE 

0-30" vacuum 

scale (0-10-15 

=-20 not gradua- 

ted); 2-1/8" dia 

Marshalltown mfg : 

#EC-324, NEW, $4.50 
ME-68/PRC~14 
0-200 UA meter 
consists of 
15" dia meter 
in rubberized 
housing w/U-77 

plug on rear. Meter easily 

removed. 3xl1§ dia; NEW $5. 


sealed types; used, ea; 
#20UAL0 0-20 soe FS-200 ua. 
#6719 -20-0=+20 se FS=1 ma. 


#M/618S, 0-10 scale FS=2 MA 
white face; used. 


#BA/T195, FS-25 ma, 0-500 
scale; black face, used. 

#ME/GRC, FS-1 ma black 
face; p/o RT66-7-8, used. 


RUNNING TIME 


ENGLER 3.5" rd 
é-place to 0.1 
hours; 120 VAC 
60 Hz. #AC-—200- 
1ON, used $7.95 
GENERAL TIME 2.5" r 
rd, 220 V 50 Hz; unused $8. 
AC CURRENT TRANS-— 
FORMERS for AC 
ammeters with FS= 
S amp movements: 
#IA-20053, 200 A 
3 VA 50-125 Hz3 3.7"d, $6. 
#GM-1010, 200 A rated 600 V 
3.7" dia, 2 lbs sh. $8.95 
WESTON 607 500/5 ratio, 25- 
BOO Hz, 5S VA @ 60 Hz3 4.6x 
4.6x1.6; 3 lbs. NEW, $20. 


STORE HOURS 
9 A.M. to 5:30 P.M. 
MONDAY THRU FRIDAY 
9 A.M. TO 1 P.M. SATURDAY 


TERMS 


PRICES NET, F.O.B. LIMA, OHIO 
SEND MONEY ORDER, CER- 
TIFIED CHECK, VISA, or 
MASTERCARD with PURCHASE 
ORDER for IMMEDIATE SER- 
VICE. 


We reserve the right to hold an 
order accompanied by personal 
or company check until after 
check clears the banks. 


MINIMUM ORDER $5.00 
PLUS SHIPPING CHARGES 


Include sufficient money for 
shipping charges. (UNUSED° 
PAYMENTS RETURNED AT 
ONCE.) Otherwise we will send 
shipping charges collect. 


C.0.D. ORDERS, SEND 50% of 
PURCHASE with ORDER. CASH 
BALANCE will be COLLECTED 
UPON DELIVERY. 


When writing for information 
PLEASE state what specific 
information you desire. 


DESCRIPTIONS 

ALL MATERIAL OFFERED IN 
THIS CATALOG IS IN “USED- 
COMPLETE’ CONDITION, UN- 
LESS QUALIFIED AND br 
NOTED AS "RECONDITIONED," 
"UNUSED," OR "NEW." 

MERCHANDISE 1S NOT OPER 
ATIONALLY CHECKED UNLESS 
SPECIFIED AS “CHECKED.” 

EQUIPMENT DESCRIBED AS 
YREPARABLE"=-MEANING "A- 
BLE TO BE REPASRED'"--¢s 
ELECTRO=MECHANICALLY COM- 
PLETE, BUT REQUIRES SOME 
TROUBLESHOOTING BY THE 
CUSTOMER. 


AC VOLTMETERS 


FS=150 VAC, no scale; 
Line 120 VAC Usa sits 


0-8 VAC, 3$® rd; various 
manufacturers, used $6.95 


O-10 vac 2h" rd. 
3s" rd or sq $5.95 var.nfg. 


0-30 VAC 400 Hz 3s" rd; 
Weston 476, unused, $5. 


S0-150 Vac 60 Hz, various 
mfg: 22" rd., used, $6.95 


SIMPSON 4.6"W 
x4.1"°H LIMIT- 
SET METERS re- 
moved f/equip- 
ment, $9.95 ea 
#SSI-6413, FS= 
1 MA, O-10/0-30 VDC indica 
ted; upper & lower limits. 
#M101/CP95, FS=100 UA, O- 
200-600 Roentgens indica- 
ted; upper limit set only. 


AC AMMETERS 


0-150 AC AMMETER, FS=5 amp 
3.5" rd. Unused, $9.95 


0-125 ACA FS=5 A for 400 
Hz; 33" rd. Hickok $9.95 


3.5" ROUND AC 
AMMETERS, full 
scale=indicat— 
ed scale. U.S. 
mfg. UNUSED: 


0-75 ACA, $12 
0-125 ACA Triplett 331, $14 
ee eS 
0-120 AC amp, FS=3 ACA, $8. 


1016 E. EUREKA, BOX 1105, LIMA, OHIO 45802 
TELEPHONE: AREA CODE 419 227-6573 


D.C. 


FS=1 MADC, 0-1.0-50 seale, 
34" rd clear case; Used $5. 


0-3 MA-DC, 33" rd. sealed. 
#4081, unused, $6.95 


0-15 DC MA, 3g" rd sealed; 
various mfg. Used, $5.95 


O-100ncma |O00mMaA. Move. 
33"RD.RUGG. #4265 N $6.95 


O-S0O MA DC, 
various mfq. 


3.5" round; 
Used, $7.95 


0-200 pcma sc. 23" RD.USED 
#MR25200D0NA $3.95 


0-200 ma dc, 33" rd, vari- 
ous mfg. Used, $5.95 


2:5". maund, 
Used, $5.95 


O-25 MA DC, 
various mfg., 


100-0-100 in- 
NEW $6.95 


FS=1-O-1 MA, 
dicated; 3.5" rd. 


0-300 MA DC, 3s" rd, clear 
Plastic case. Used 35.95 


0-800 MA DC, 
various mfg. 


32a" round 7 
Unused, $6.95 


0-50 MapCc, 32" rd., various 
mfg., used, $6.95 


100-0-100 MA DC, 33° rd 
Weston 301; Used, $5.95 
0-200 UADC, 3$" rd, vari- 
ous mfg; used, $5.95 


0-200 UADC and -8-0-+6 DB, 
23" rd. sealed, new, $4.95 


FS=500 UA, 
ecale; 2.5" 


O-3S=10-20 (P-voelt 
rd. Used, $4.95 


0-100 UADC, 22" ra sealed; 
various mfg. Used, $4.95 


50-0-50 UA movement, 
scale; 2.5" rd sealed, 


50 UA MOVEMENT,SCALE -30, 
0,150,POINTER AT ZERO, SEAL 
ED,2#RD useED TRC3O150 $4 


DUAL SCALE O0-3.5-140 VDC, 
push button for Hi range; 
2.5" rd Weston 506, $6.95 


4"%3,5" 
Unused $10, 


| CLEAR PLASTIC 
/FS=100 UA METER 
'with non-linear 
|SWR and 0-20 W 
scales; 2-3/8" 
pasa sq face f/2"dia 
hole. #SWR-020, NEW $4.95 


0-1000 VDC FS=1 ma, 
Honeywell MS3T. 


~— 


FAN-SHAPED ME- 07 
TERS, plastic w/\\ > © 
zero adj. 3" top 

2k" bottom; 3" H,| 
Fits 2" dia. hole 

EMI mfg. Unused. 


#EMI-3S ¥DC, O-S VDC, 


$5.95 


JEWELL MODEL 

| 737 METERS, 

) SxS for 25" 

| dia hole-NEW 

| 0-15 VDC $7. 
an ' 0-20 VDC 
Soale, FS=50 mv, $6.95 
0-200 ADC, FS=50 mv, $7.95 


O-1 PLATE AMPS 
S.6°Wx2.S"h 

Jewel 83T for 
Drake. Exposed 
shunt coil can 

be changed to alt 


scale. #0-1PA-J83T, NEW $6. 


MILLIAMPS. 


D. 


0-100 VDC, 33" rd elear 
Plastic oase; used, $5.95 | 


0-15-600 VDC, 23 rd blac! 
face; w/mult. code-Used 


0-1.5 VDC 2.5" rounds 
sealed. Unused, 


0-20-80 MA scale 
Used, $4.95 


voc, 


Unused, $6.95 


let 321-JP. Unused, $7.95 


0-20 KV DC, FS= 1 ma; 3.5" 
rd Weston 301. Unused $6.95 


0-50 VDC, 3.5" rnoeunde 
Unused, $7. 95 | 

0-300 VDC, 23" round; varis 
Unused $5.95 


0-500voc sc. 3" sq.) a 
#231-1624 Useo $5.95 


Westn 1093 2.5" rd. 


KILOVOLT DC, FS=1 MA: A 
O-3 KVDC, 28" rd new $5.95 J 
0-600-1500 23" ra@ used $6. 


R.F. AMMETERS 
0-10 ANTENNA CURRENT, 
rd w/thermocouple, 


ART-13 0-5 ANTENNA CURRENT, 
FS=250 ma; external trans=— 
former coil not available $ 


2.5%9 


ternal thermocouple; 2,5" 
round GE DW-S52. Unused, $8 


FS=50 mv, zere 
adjusts 2oae 
high xX 2s 
WESTON 1921, 
NEW, $8.95 


DC AMMETERS, FS=indicated: — 
0-3 ADC, 2.5" rd NEW $7.95 
20-0-20 ADC, 3.5" rd, $10 
0-20 ADC,. 2.5" rd, NEW $9 
0-25 ADC, 2.5" rd, eneee 

BATTERY CHARGE FS=10 A, & 

redline; 2.5" rd. Unused 


O-15 AMPS DC 

FULL SCaLZ, 

2-3/8" square; 

2-hole flange © 

mount 3-3/16"* > ‘ 
across. Enico | (cause 
#02877, NEW, “$er9S_ $4.95 
WESTERN ELECTRIC 3$" round 
clear plastio case; used: 
0-10 ADC $10. 0-15 ADC $10 
0-15 ADC, 3.5" rd surface” 
mount; GE DO-40, new, $8.§ 
DC AMVETERS, FS=s50 mv: 
0-200 ADC 26" rd NEW $6 


Oo-150 AsO-75 


DC DUAL SCALE, 
0-150 ADC/0-75 
VDC FS=150 MV; 
zero adjust. 
2.3x2.8, #JB- 
15075 NEW $5.95 


ME-77 VOLT-OHMMETER 


, ME-77/URM-10S5C VOLT-OHM- 


METER, handy portable 
' meter in ruggedized 
H) plastic case has O-10- 

* 100-100 VDC (20K Vv) 

- and VAC (1Kij/v) ranges; 
resistance O-2K-20K- 
200K-2M-20M ohms. Re- 
sponse 30 Hz-10 KHz; 

, PF has 3.5" dia FS=50 mi- 
croammeter. Possible measurements to 100 
amps DC using MX-1471 ehunt and to SO KV DC 
using MX-2005 multiplier (neither availa- 
ble). Requires two AA batteries (not inclu- 
ded) for X1-X10-X100 ohme scales; 22.5 VDC 
battery (not available) for K1K-X10K ohm 
ecales. With test leade and alligator 
clips; 6.6x4x3.3, 3 lbs sh. Unused, $22.95 


4Q FT ALUMINUM MAST SET 


Lean she 


AB-86/GRA-4 ANTENNA MAST GROUP, portable set 
forms 40 foot mast when the sixteen AB-85 
36"Lx1.6" dia mast sections are stacked. Al- 
S50 includes 4 each guy ropes MX-381 (40’), 
MX-382 (31’), MX-383 (50’); 5S ea guy stakes 
and MX-378 guy rings; plus 1 ea MX-384 insu- 
lator base, AB-154 swivel mast base, MX-516 
140’ halyard, CP-12 counterpoise, HM-1 ham- 
mer, W-128 wire, and MX-857 adapter which 
allows additional 15 ft of heighth by use of 
MS-116-117-118 mast sections (not supplied). 
Set is contained in MX-1116 frame. 85 lbs 
eh (UPS in 2 pkgs). Used-excellent, $125.00 


BOBLEDo 
HoaG 


PLEASE ORDER BY NUMBER. Unit prices only as 
indicated. Look for more DOLLAR DAZE through: 
out this catalog. 


* KK KK OK KOK KK OK KKK KOK OK KR OK OK OK 


3AG 1 amp FUSES 10/$1; 
Ueeeees@ SLO-BLO 3AG 1 amp, 10/$1.25; 
In-line FUSEHOLDERS for 3AG, 5/#1 


* x eK Ke KEK KH KR OK KK KKK KH KR KR 
g@ » LOUD BUZZER HORN as used 
,in smoke alarms; 2" dia 
x3". 6 VDC $1.25 ea; 
*12 VDC $1.35 ea; 115 VAC $1.45 ea 
“ee KK RK KK OK KK OK KK OK OK KK OK OK OK 


DRILL BITS for PC board work; 
1/8" shanks. Specify size #59 or 
#75. 2/%1.50; 10/$5 (one size). 


LINE CORD, 2-conductor #18 gauge 
as On aplliances; 6 feet long, 
white. NEW, 3 for $1.25 


Vem mde RASS COUPLINGS for te dia. x 
3/4" long shafts. 3 for $1.00 
PHONE MODULAR SPLITTER, 
- fits wall mod jack; adds 
+e _ Pand outlet for computer or 
S answer machine, $1.95 2/83 


Miniature LEVEL METER, | 
FS=100-0-100 microamp; 4. 
7/8" sq., flange mount 
1-3/16" o.c. $1.50 ea 


MILTON BRADLEY TOY HEADSET w/boom 
mic--NO receiver elements; 6 ft 
cord & mini-RCA plug. NEW $1.50 


RUBBER EQUIPMENT FEET 1-1/8" 
Lae - Wa Gia rubber with 1"L #3x20 
bolt; w/o nut. 8/32.00 


RUBBER EQUIPMENT PADS, 5/16" dia 
self-adhesive; 40 per sheet. 
2 sheets for $1.50 


or similar, NEW, $1.00 


KW POWER AMPLIFIER 


T-605/ARC-S58 TRANSMITTER, 
» functions as 1 KW nominal 
‘PEP (400 W PEP AM-SSB- 
Tone) 2-29.999 MHz linear 
amplifier when used with 
R-761/ARC-58 receiver 
which supplied 0.2 watt 
PEP input drive. Will op- 
erate as 1 KW linear with any 0.2 W input. 
Two stages of amplification using three 
4CX250 tubes in P-A and tuned by servo amp=- 
lifiers and motors. T-605 requires some 
frequency band information from a separate 
control box or panel that operator must 
provide. Also requires 115 V 400 Hz 3 phase 
for power supply which has output 2000 VDC 
SOO MA, 400 VDC, 27.5,VDC, 6.3 VAC, -40 to 
-80 VDC and 115 V 400 Hz i O for servo mo- 
tors. With tubes 2/6CL6, 5896, 3/4CX250. 
7.8x10. 25x24, SS lbs sh. Used, $325.00 
Connector for T-605/ARC-58, $5.00 
SCHEMATIC for T-605, $4.00 w/set purchase. 


C-3141/TRC-75 CONTROL BOX 
for T-730/TRC-75, ground 
version of T-605 above. Pro- 
vides On/Off, Channel and 
Mode selection, Gain control 
for the receiver and trans- 
mitter units of the TRC-75 
system and appears to be 
usable with ARC-58 equipment. 
schematics essentially the same. ) 
27.5 VDC. 5.3xS.8x7.8, 6 lbs. Used, 
CONNECTOR for C-3141 control, $5.00. 
SCHEMATIC f/ C-3141 or C-1939/ARC-58, 


(Control box 
Requires 
$29.95 


$2 ea 


KW COLLINS COUPLER 


CU-714/SRA-22 AUTOMA- 
/ TIC ANTENNA COUPLER, 
Collins 180T-2; oper- 
ates from common 115 
VAC 50-60 Hz power 
and usable with 2-30 
MHz transmitters hav- 
ing 500 watts average 
: 4 output or 1 KW PEP. 
50 ohm input impedance; matches 35 ft 
whip antenna or 35 ft min. long-wire. Major 
components. motor-driven vacuum capacitor 
UCSL-465-5, variable ribbon inductor, and 
blower in cast aluminum cabinet with large 
lead-in insulator on rear. Originally used 
with separate control unit (not available). 
DC output provided for monitoring capaci- 
tance and inductance. 11.5x18.9x20, 46 lbs. 
Used-complete, but not checked, $149.50 
MANUAL, part-repro, $12. SCHEMATIC only, $4. 


CU-714 "AS-IS" LESS CABI- 
NET, some units of above 
M antenna coupler available 
"damaged" with broken con- 
enectors and external cor- 
rossion. Because less cabi- 
net, they are less blower 
“ee and lead-in insulator. "As-Is" 
units have good UCSL-465 & ribbon inductor. 
8x6. 8x15, 18 lbs sh. #CU714-DLC, $99.50 


LAMBDA DC REGULATED 
POWER SUPPLY, supposed- 
ly a special cold envi- 
ornment (-40°C) version 
- of LNS-P-12 with reduced 
output of 12 VDC +/-S% 
5.0 amps @ 71°C from 120 3 
VAC +/-10% 60-100 Hz input. Because schema- 
tic differences are minimal, we "loaded" the 
supply and found it to have nearly the same 
output as the standard LNS-P- 22 output of 
7.3 amp @ 71°C or 14 amp @ 40°C. Regulation 
0.1%; screwdriver Voltage Adjust. Can be 
rewired for 215-254 VAC input; 11x4.9x4.4, 
16 lbs sh. #LNSP12-8182, NEW w/book, $45.00 
UHF BROADBAND DIPOLE 
; AT-803/VR CENTER-FED 
cae BROADBAND VERTICAL DI- 
~, POLE ANTENNA for 225-400 
MHz; p/o VRC-24/TRC-68 
UHF radio equipment. Female N RF connec- 
tion; 9. 3"°Lkx2. 3") dia, 3 lbs sh. Used, $15. 


MOTHERBOARDS for COMMODORE VIC-20, 


has a dedicated following. 


6526's, 


length of RG-213; 
#RG 244-45, 
tinned conductor and double shield for sup- 
erior performance; 


COMMODORE MOTHERBOARDS 


#VIC-01983 
the ever- 
popular SK memory color computer which still 
All components 
intact. "Some worked, some didn’t" when we 
powered-up a sampling and so we are selling 
them "AS-IS." Good source of spare parts or, 
if your a gambler, the basis for cheap com- 
puter; 3 lbs sh. Two versions to choose: 
#VIC-01981, eleven 2114 RAM; 9 VAC req $14 
#VIC-01983 with two M58725 2Kx8 RAM or 
equal; requires 9 VAC and 5 VDC, $13.50 
+ t's 22 © OC Se SS # 
COMMODORE E-64 MOTH- 
ERBOARD from the ED- 
UCATOR, a 64K memory 
computer made by 
Commodore for the 
maehooi® Market; same as i982 version of 
C-64 motherboard. Units DO HAVE the expens- 
ive-to-replace support IC’s such as two 
6510, VIC, RAM, ROM and others. 
DO NOT HAVE the RF modulator, video ROM, 
SID, power switch (or power input socket) 
and some misc components. Requires 9 VAC 
and S VDC. Buy for spare parts or for ex- 
periment! 3 lbs sh. #MB-E64, AS-IS, $24.95 
te Se Mk On Oe ee OM i ee 
COMMODORE C-16 KEY- 
BOARD, originally 
p/o the C-16 compu- 
ter--a short-lived 
transition computer ™™ ee 
between the VIC and C64. By switching a few 
wires, it will work with VIC on most keys. 
Change info included. 5x15x1.5; 3 lbs sh. 
#KB-C16 $3. (If purchased w/VIC board $1.50) 


COMPAQ SWITCHERS 


COMPAQ 

SWITCHING 
POWER SUPPLIES $= 
from the most ¢ 
succeseful IBM @ 
PC clone; removed from equipeent, 
not tested" (but cheap!): $5.95 ea, 
#COMP-PS-1982 from early portable; outputs 
+5, °-S,.. +12, --12-VDC..° 7. 4x5.4x2.4, 3 lbe. 
#COMP-PS-200W, later 200 W supply w/out- 
puts +5, -5S, +12, -12 VDC; 9x6x2, 4 lbs. 


#VIC-O01981 


at Panaat 


They 


2/810. 


AURORA TOY WALL TRANSFORMER, 
changes 120 VAC to 9.5 VDC 
350 ma output. 6’ cord with 
slide lugs; 2 lbs sh. 
#AUR-9SV34VA, 2485700 2/94.00 
ee oe. Ae a | a ® 1 a ee 
CERVCO AC ADAPTER, 11.5 VDC 175 ma output; 
6’ cord w/o lugs. #CER-11.5V,2464-00 2/53.00 


TV-7. TUBE TESTER 


TV-7 TUBE CHECKER, 

portable unit tests 

most military and 

older commercial re- 

ceiving and low-power 

transmitting tubes. z oe eek 

Indicates dynamic mu- 

tual conductance, , ec? ° ¢ ¢ . ¢ 

emissions, gas, noise, ee ee eT is A 

and shorts. Test sockets for octal, loctal, 
7h Ore eo pan, 77. 8nd 9-pin miniature, 

acorn, flat and round subminiature tube base 

sizes. With tube test data book. Requires 
115. VAC S0-1000 Hz. 6.3x8. SxiS5.8, 22° lbe sh. 

Used-reparable, $45.00; Checked, $75.00 


High quality coax lengths 
which substitute for pop- 
* ular RG-8 cable. Each 
with type "N" connec- 
tions; unused AT&T sur- 
plus: #RG 213-15, 15 £t. 
S lbs sh. $8.95 ea, 2/Si6 
45 ft. of RG-214 with silver- 


15 lbs. $24.95 ea, 2/845. 


RECEIVER 


R-1511/GR HF RECEIVER, 
0.54 to S54 MHz AM in 
six bands. Looks like 
and has the "front end" 
electronics of Hammar- 
lund SP-600 but the IF 
and demodulation cir- 
cuits are transistor- 


R-i5i1. 


“ou? 


ized and unique to the R-1511. Has 13 PC 
boards including Video Channels A & B, Pan- 
oramic Amp (IF out), and Narrow Band Moni 
tor/Metering Circuit all with separate out- 
puts. (We measured "Narrow Band" to be 40 KHz 
to the phone jack!) Besides tuning controls, 
front panel has RF Gain, AGC On/Off, Marker 
Control, BFO (non-adjustable), dimmer, and 
0-100 db Video Level meter. Rear jacks for 
PAN out, Ch A, Ch B, Wavetrap, Ch A CONV/FLT, 
Ch B CONV/FLT, ANT, and VFO Monitor. Might be 
worthwhile to modify this radio with some 
inexpensive ceramic 455 KHz filters; no fur- 
ther info. Requires 115/230 VAC 60 Hz; 10.5x 
19x17.5, 70 lbs sh. Used-reparable, $150.00 


‘VACUUM CAPACITOR 


RF VACUUM VARIABLE CAPACITOR ASSEM— 


BLY. consists of UCSL-1000 : 
dreds 3 


7-1000 pf 3 KV max vacuum 


variable with 28 VDC drive 
motor and gear assembly. 9 ~~ or jeg 
Will run on & VDC and up. Lu : 

7 lbs sh. #C501/180L, used, $69.95 


8x6.8x3, 


VARIABLE RIBBON INDUCTOR with 
motor drive;ewp/o Collins 180L 
antenhs tuner. Consists of 
two 5s4"lb %,3. 375" dia coils 
‘with 288" of drawn Shiver 
ribbon (0.125Mwn 3 O.01"th?} 
wound..between; approx. “28 uH. 
Ribben is transferred from 


one coil to the other®as a 29 VDC motor 
turns both. @/7a.SS755.85.8, 10 lbs sh. 
#L401/180L, $34;-S35 $29.95 


used, 


GN DELCO -MICROPHONE for mo- 
bile communications; black 
with push-to-talk button 

switch, coil cord, and S-pin 
male connector. Mic 3.3x2.3 
x1.8, 2 lbs sh. #GM-DEL-MIC, 


OS. 6175F SURVEIL— 
; LANCE RECEIVER, 
30-250 MHz AM—- 
FM-CW in bands 


I0-90 and 60-— 
‘ 240 MHz; IF’s 
op Pa bandwidths 10-49-3000 
“Hz. Sensitivit yorPeuy 2AM) 7 uy FM) min. & 
10 KHz bandwidth) «Al soUCcoAtmers BFO, AF-RE 
Sain, Squelch, CORS°Spns, Fine Tunes u— 
Yistors 17/7587, &/6CW4, 2/7@77% sdOme tr ans— 
stors. Sequi-ssn if@aVC 4S Hz:e54 BS for 
lights. NoOS¥urther iuntGs; 4xPB03xXF7 5, 27#. 
Used -operat®anal/nats#to specs, $325. $265. 


Yt oe BP 
51440 RECEIVER, 
2E5-1000 MHz 
4640-1000 MHz; 


Used-operational 


MEP ES EOS CE eee Re ee hoe 
companion to Gi7SF except 
AM-FM-CW in bands and 
49 and 200 KHz bandwidth. 
$400. 0C 


235-500 


f/not te specs 


AM—-CW 
Mechanical 


in five 


Se 
i tal-type tuning 
n KHz steps. [00 
KHz final IFs mech-— 
anical filters 1.4 ‘ 
> KHz. Contrels fpr BFO, Sensitivity,’ 
—Shara, wei ge* @r Due wand Dial Lock. With 
cs te ee 2/5750, 2/5814; 5654, 
4Q03, and OA2 Ke. 24 VDC 4 amps 
fot. dxp sgrete Pek. = 35 lbs sh. 
4 a - ‘ 
RepaFaphe, wpacy he "Checked, "9220. $195. 


MANUAL, 
Power input connector, 


“partial repro $15. Schematic $2.50 
$3.00 w/set purchase. 


Page 4 


$0-300 MWZ RECEIVER 


R-1420/URR 
(CEI 905A) 
UHF RECEIVER, 
covers 30 to 
300 Mhz AM, 
FM, CW in bands 30-90 and 60-300 Mhz; bana— 
width selective 20 or 300 Khz. IF 21.4 Mhz; 
IF reject @ 30 Mhz is 54 db, above 50 Mhz is 
80 db. Sensitivity: 1 uv/4 av (AM) and 2 uv/ 
6 uv (FM) for bandwidths 20 Khz/300 Khz @ 
modulated 1 Khz. Video output 5 vrms across 
10K ohm load. Meters for Tuning and Signal, 
separate band tuning knobs and dials, BFO, 
RF/IF Gain, Audio Gain, Video Gain, Cor Sens, 
600 ohm auio out. Partially transistorized; 
has 2/6CW4, 8058, 7587 nuvistor tubes. Re- 
quires 115/230 VAC 50-400 Hz; partial repro 
manual from microfiche included. 3x19x15, 
25 lbs sh. Used-operational/not to specs $395 


R-484/APR-14 
AIRBORNE PANORAMIC 
SEARCH RECEIVER 
covers 30-1000 MHz 
AM-FM in bands 30- 
210; 210-400 and 
400-1000 MHz; has 3” 
dia CRT for panor- 
amic display of these signals. 
6 MHz @ 3 db points. Sensitivity: 11 uv max 
(30-100MHz), 13 uv (100-300), 16uv (300- 
1000). Spurious response 45 db down; image 
reject 60 db down. IF attenuator 0-74 db in 
6 db steps. CRT calibration +3 MHz center 
freq; video response +1 db, 200 Hz-2 MHz. 
600 ohms audio; 46/ 7-,9-pin mini and octal 
tubes plus 3JP1, 6F4, and 5678. Req 115 VAC 
380-1000 Hz and 24 VDC 20 W. 8x15.5x20, 90 
lbs. Used-reparable $250; MANUAL repro $15. 


RF bandpass 


ROLLER INDUCTORS 
PLATE ROLLER INDUCTOR, 
26 turns #16 GA silver- 
plated wire 3.75"L x 2" 
dia coil for 14.5 uH max 
inductance. Has 115 VAC 
400 Hz motor/rate gener- 
ator (will run on 26 V 
60 Hz) and 20K ohm multi 
turn pot geared together 
in feedback system. Shaft on inductor can 
be adapted to direct-drive operation. O/a 
6.75x4x5, 3 lbs. #L13/ARC-58, used, $36.95 


PO Siege eee eke Sk te ie I ek ee Ue Cer bet ane habs at aT) i ae 
LS ROLLER INDUCTOR, part of Sen 
input tuning of ARC-58; 26 Re 
turns #18 silver-plated wire Oh ital ie a 
2"L x 1.125" dia coil for 8.4 . 
uH max inductance. Has 115 V ; ce 
400 Hz motor/rate generator | ‘ = 


(runs on 26 V 60 Hz) and 20K 
pot in feedback system. 3/16" 
dia shaft adapts to direct-drive. 
x4.75, 3 lbs sh. #LS/ARC-5S8, used, 


4 i gmt 

ee ere 
O/a 6x3 
$16.95 


a4 <2 ro ls Ae 785 a pees 
fe pitch. Gyro tae ee ee 
P beh Séls ane 


HONEYWELL VERTICAL GYRO ™ 
ASSEMBLY #JG-7044-A17, | a 
single pitch and roll b 
gyro with 400 Hz motors hii 
mercury switches, etc. 

Gimbal freedom: +360° 
(outer axis, longitudi- 
nal), +85° (inner axis, 
transversal). Erection 
rate 2°-6° min. Also 400 Hz 1 # motors 26 V 
(torque), 115 V (caging solenoid), and 115 V 
21000 RPM (power motor). Pick-up pots: <0) 
ohm +168° (roll), 3OK* ohm +80° (pitch). Angu- 
lar momentum: 4. 75x 10% gm cm /sec. Unit has 
“line of flight” monitors for normal loft or 
alternate O/S. 7.5x9x6; ii lbs. Used, $25.00 


ssp HF TRANSCEIVER 


RT-5S94/ARC-38A AM- 
LSB-USB HF TRANS-— 
CEIVER, 2.0 to 25 
MHz using 20 pre- 
set channels with 
autotune channel 
change. Uses sta-— 
bilized master os- 
cillator which allows possible 35250 chape 
nels in frequency intervals of 500 Hz (2.0-— 
7.25) and 1000 Hz (7.25-25.0 MHz). Transmit— 
ter output: 100 watts peak min (2-14.25 MHz)” 
90 W (14,.25-25 MHz). Antenna tune power: ‘ 
50 W. Receiver SSP sensitivity: 1.5 uv for 
10 db signal + noise to noise ratio. Select— 
ivity: 3 Khz min & db.down, & KHz max 50 db. 
Has 25 tubes including three 6159’s in PA. 
Requires +28, +600, +250, -5S0, -65 VDC and 


6.3 VAC. Also 115 VAC 400 Hz for selsyn on 
PA inductor. 15.5x8x23.5, 80 lbs sh (UPS in 
2 pkg). Used-not checked, $210.00 

MANUAL partial repro, $20.00 


C-1298/ARC-38 CONTROL BOX, channel selection 
for RT-311/ARC-238 but function switch can be 
modified for use with RT-594; see page 24. 
Used, less frequency setting book, $15.00 

SETTING BOOK for C-1398/C-3428, repro, $10. 


DY-118/ARC-38 DYNAMOTOR for RT-311-594/ARC3; 
Provides all DC voltages from 28 YDC 6.64/26 
amp Rx/Tx. 4.9x6.8x18.3, 25 lbs. Used, $35. | 


CU-351/AR AUTOMATIC ANTENNA 
COUPLER, companion coupler — 

to RT-594/ARC-Z8A; similar ~ 
‘to Collins 180L3 described 

on page 24 except has Can-_ 
non-style control connector 
and type N connection in- © 
stead of UHF. Usable with 
any 2-20 MHz transceiver in 50-180 watt out 
put range. Automatically resonates an anten 
na to transceiver’s frequency and couples 
Signal between the two. Coupler has 7-1000 

pf 2 KV vacuum variable capacitior and 28 u 
variable ribbon drive inductor. Requires 
VDC 3 amps, 250 or 400 VDC 35 ma, and 115 
VAC 400 Hz 20 VA. 10.5x7.8x11.5, 24 lbs sh. 
Used, $115.3; Manual f/1S80L3, part-repro $10. 


RT-311/ARC-38, similar to RT-594/ARC-38A ex- 
cept not SSB; used-not checked, $85.00 


AIRCRA TRANSCE 


RT-524M AIRBORNE TRANSCEJVER 
mfg. by Aircraft Radio; — 
covers 136.00 to 

149.95 Mhz AM in 50 
Khz crystal-controlled 
steps. 15 watts output. 
Has volume and squelch 
controls. Requires 24 
VDC 6 amps. With tubes 
8156, 2/8102, 6/6cW4, and 
3/7587. Schematic included. Sizesé. sxe. 
“14, 10 lbs sh. Used, no cover, $54,795 #40 
MANUAL .for RTS24M, partial repro, $10.00 


1.1-2.36, 2.25-4. 
4.65-9.9 and 9.5- 
MHz. 


ing Wen Collings mech 
anical filters. Built- in crystal calibratc 
and controls for BFO, RF-AF Gain, Bandwidt 
Power Select, Power Monitor meter, Band 
Switch, Ant Trim. Antenna inputs for 50. 
directional loop and conventional whip; 
ohm audio output. Requires 24 VDC or 1. 
445 ma and 45 v 30 MA; 11 sub-mini tube; 
8. 8x14.5x9, 27 lbs. Used-reparable, $16 
CHECKED, $245. MANUAL, partial repro, 


 CONVER R USED witH 
R-1148/GRC-55 RECE 
FoR 600-1000 MHz € 
17 MHz IF. Has 115_ 
60 Hz MoTOR AS PART 
AFC system. WITH TUE 


2C40A, 2/5842, > 
: P IN218, IN2IWE. 150 VOC 
ie AND 6.3 VAC REQUIREDe 
[5xokx8: 30 LBS. SH. UsED, prey $3 


SIZE: 


light. 


ment, 


tubes, 


MOTION SENSOR, 
security device that de- 
tects change in ambient 


tic case; 
cluded). 


F-196/U (163-184 
F-199/U (224-254 
F-200/U (254-284 
| F-201/U (284-314 
| F-202/U (314-344 


im MOTION DETECTOR 


interesting 


TWIN-CAVITY BANDPASS FIL- 


TERS, p/o AN/TRC-24 radio. 


F-240/U 
F-241/U 


MHz) F-203/U 
MHz) F-204/U 
MHZ) F-235/U 
MHz) F-236/U 


MHz) 


When someone or 


S.5x4x1, 


4 GT-tubes, 
Hinged w/fastner; 


thing passes through its 
15 ft sensing range and 
disturbs the light enviorn- 


to a zero (null)-seeking circuit. 
requires (4) AA batteries 
2e ib. -*TS-MO-DE,; 


SPARES CASE 


CY-1031 SPARES CASE, 
nally used with GRR-5; 

space for 7- and 9-pin mini 
2 vibrators, 


3x9. 8x4, 


Gold-plated cavitities 
have tuning knob & dial. 
See 2/80 Ham Radio con- 
version info; 
7 lbs. Used, 


7x2. 5x9.5, 
$20.00 each: 


(67 to 76 MHz) 
(76 to 84 MHz) 


ae 
© 
a: 


sensor trips alert siren. 
Utilizes LM324A op-amp and photo cell tied 


(344-374 MHz) 
(374-404 MHz) 
(500-550 MHz) 
(550-600 MHz) 


Grey plas- 
(not in- 
NEW $4.00 


origi- 


and fuses. 
3 lbs. Used, 


$4. 


PLASTIC CASH DRAWER 


er 
nia’ 


3 lbs. 


lator. 


a good item 


RUGGED PLASTIC CASH DRAWER 
with keylock; 
for the small business 
man or flea marketeer 
who wants to better 
organize and protect — 
his or her rec 


eat 


4 
-, 


compart 


ng atc i 


#2RTM-CB, 


8 lbs sh. 


on other. 


8x8.5x5.3, 


ALUMINUM ENCLOSURE and frame from 
antenna coupler. 
re-work; 7.S5"H x 10"W x 10"D. 
Front has cut-outs for 1-3/4" 
sq meter and two connectors. 

Also removable 4.5"x2.5" 


einforced top. 
PL-CD-685, 


used, 


Adapt as-is or 


#ENC/180L, 


NEW, 


Two ENGLER 2.9" 
115° VAC running time 
meters with S-digits + 
tenth hour indication, 
Sodeco 115 VAC 7-digit 
counter and three reed 
relays all in 3.5x8 
x3.3 black metal box; 
good-condition $14.95 


insu- 


ecks, receipts, 
d five spring- 
Handsome texured 
Sx 19x21.8, 


$593-5@ $29.50 


: : Inside 15-term 3/4" 
lee strip and P&B MH230D 12 VDC sealed re-— 
lay; steel, 5S lbs. Used, $2.95 


| #JB-416161 STEEL JUNCTION BOX, om 

4.1x6.1x6.1 with three knockout © 
holes on each side for conduit. © 
Dark gray; 5S lbs sh. NEW, $4.50 


#ENC/ROMII ENCLOSURE, 
for portable test instrument; 
cover telescopes and slide- 

snaps over slant-style bottom. 
Top handle and rubber feet on 
back and bottom. 
tion 2"D min to 3.8"D max; 
3 lbs. Unused, 


$6.00 


dia 


#SA-1499 TERMINAL BOX, usable as 
ace ko project box; has two con- 


bar— 


designed 


Slanted sec— 


o/a 
$5.95 


SPEAKERS 


BOOKSHELF SPEAKER in wal- 
nut-grained vinyl-covered 
7x102x22 enclosure. Has 

4" dia 16 ohm 1 W speaker 
and 6 foot cord with RCA 


SPEAKER PAIR in PLASTIC | j 
ENCLOSURES, each 4" dia 
16 ohm 1 W 4 iby hod in 
attractive 62x62x5i en- | 
closure with 6' cord 

and RCA plug. White & 
black plastic per pic; , _——— 

4 lbs sh wt. #ER-PL-SPK-PR NEW $23.95/pr 
SPEAKER WRAP for assembling 10¢x20x4 walnut- 
grained vinyl-covered enclosure; no grill 
cloth. 7 lbs sh. #ER-SPK-ENC, 2/¢2.00 
6 X 5 SPHAKER, 2 watts with ai 
1£" dia magnet. Specify 8 or 


16f.1 W; 1 1b, $1.35; $95/100 
KK KKK KOK KR KR OR OK OK 


PAGING MIC 


MUZAK MSL MULTI PAGE M1 ONE, dy- 
d for pag- 
or three 


namic 150 ohm 
ing and f 


ACCESSORY BAGS 


all CANVAS in nice usable sizes to carry or 

store Git terent items; used-good condition: 
. BG-172 RUCKSACK BAG, adjustable 

shoulder straps for backpack 

carry; 13x13x10 with two extern- 

al pouches 12"Lx1i0"H and 12x4 

& plus four small internal 

S B’ pouches. 6 lbs sh., $6.00 

BG-186 BAG, thin 9.8x14x4 size 

with three internal compart-— 


ments; snap closure and strap, 
3 ibs sh.,'.$5.00 


CW-189 BAG 9x10x10 with two- 


snap cover and carrying strap; 
p/o GRA-6, 3 lbs. $7. $4.50 


CS-76 BAG, similar to CW-189 
except 7x10x8 with strap clos- 
ure, 3 lbs sh., $4.00 


20 HZ STATIC RINGER 


20 HZ INVERTER MODULE. 
used in telephone equip- 
ment to produce 20 Hz 65 
volt SO ma ringing. sig- 
nal from 110 VDC 45 ma 4 Bs ee 
input. 3.4x2x3, 2 lbs. #E10/TA182 used $7.92 


ALUMINUM TRANSIT CASE, origi-— 
nally for test meter but eas-— 
: ily adaptable for your pro- 
ject; interior 11.6"Lx8.2"Wx5.3"D. Hasp fast 
ners; one pair retain top cover. O/a 14.3x 
10x7.4; 6 lbs. #CS-TCC-11, used, $46. 2/$%10. 


PROJECT CHASSIS, nice 10x 
12x3.5 size w/capacitors 
S0000 & 4700 mf 25 VDC; 

7 lbs. #CH-S3REG, used, $4. 
#CS-48, steel outer CASE-ENCLOSURE rp BC- 
191/375 tuning units; black finish, no top. 
7.8x16.8x7.9, 3 lbs sh. $3.00 eas 2 for $5. 


TELESCOPING STAND 


PROFESSIONAL QUALITY TELESGOP ING STAND 
two 20" long chromed’ sections; bottom 
H 4.1" dia, upqee 0.9" dia.%St®él tri- 
' angular base | as | ee) dia casters andis 
20" across caster to caster. Removable 
~ 7" long bracket can be used to” mount’ 
im, Small item such as speaker, test in- 
striimenty ‘etc. (Aethird telescop— 
" ing Section could be added to 
really increase possible uses.) 
#2020-TST,. used-good $24-95 $18.95 


27 lbs. 


plug; 2 lbs sh. #ER-WD-SPK NEW $4.50 ea 2/6. 


100 = 500 LOT PRICING available on all above. 


TRANSISTOR AUDIO AMP 


TRANSISTOR AUDIO AMPLIFIER 
w/5-transistors, on-off= 
volume and tone controls. 
Inputs for ceramic or orys: 
tal phono cartridges. Oth- 
er possible uses as home- 

: brew receiver, intercoms, 
child's projects. Use with 8 or, 16 ohm 3S" or 
4" speaker. Req 6-9 V AC or DC; with schema- 
tic. 1$x24x34. #ER-10-1231 NEW $2.95; 2/$5.00 
-100, 500, 1K LOT QUANTITY PRICES AVAILABLE- 


ENCLOSURES 


STEEL. CABINET with lift top 
for 7"*Hxl4*wx8"D panel. 0/a "ame ECS 
8xl168x8z, 7 lbs. #SK-CAB7148, used, $5, 95 

PANEL with miscellaneous parts f/above, $1.5¢€ 


CY-2126/TRC CABINET w/115 VAC 5S" fan on rear; 
f/panel 19. 3"Hx19"Wx14.5"D, 70 lbs. Used $22. 


PRINTER STAND/COMPUTER CABINET 
24.5"Wx12"D top plus large bot- 
tom-hinged door to access inter- 
ior. On-Off switch for 6-outlet 
AC strip w/8’ AC cord. Black- 
krinkle finish; 23.8"H, SO lbs. 
#PS-TTY, unused, 
$227-395 $14.95 


<3 


FILE CABINET for items seb 9f"5 : 
wide X 84"H; o/a depth 24" 
Steel, O.D. green; 14 lbs. $6. 


aa 


CS-618S1 CASE w/CHassIS, 
153°Wx8"Hx235"D (20"D be- 
hind panel). Same cut-outs 
on front; may be usable for 
antenna tuner or transmatch 
mroseote Aluminum; 20 lbs. Used $126 


CS-1060 CASE w/CHASSIS, p/o ; 
small scope; o/a Bt wxc7 EH Zp, a 
Front has cut-out for 3"CRT; ‘ 
some parts on chassis. Handle 
on top; 10 lbs. Used, $8.95 et 


STORAGE CASES 


PLASTIC STORAGE CASE, rugged 
but light with hinged top, hasp 
fastner, and recessed top grip. 
Two glued spacers; interior 

praes 7.5x6.3xS.3. Handy item for 
shep; 2 lbs. #CS-PL-SR, used, $2.25; 2/$3.50 


CV-425 ALUMINUM CASE with rounded 
eee corners: sturdy single compartment 
, » construction with hasp-type fast— 
A ners. Interior 9.3 
ROMS. Oa Ge LOSish« 
Used $6.00 


aoe 
> 


CY-4321/GRC-109 SPARES BOX, 
single 5x10x3 compartment; 
steel with hasp fastners. 

5 lbs sh. Unused, $4.95 


FIBERGLASS CASE with carrying 

handle and six hasp fastners; 

lid not hinged. Lower section 

13.5%8x9: cover 3.5" deep. Has 
fittings and rubber shocks to 

be removed. #FIB-SR-684 

11 lbs shs used, $7 ea; F/F15. 


et : eet | 
CASE with hasp fastners: in- Parsee a 
terior 17.5x19.5x8. 22 lbs a ue 
sh wt: used, $10.00 ; 


#CS-URM11 METAL-CLAD CASE, top : 
hinged, side handles and fast-— a 
ners. 10x15.5x12.5, 18 lbs. $12 tine 


EQUIPMENT RACKS 


#GSQ-19-80 RACK, o/a 80"Hx24"Wx26"D 
for panel 73x19; has rear door, 24"H 
lower front door and removable upper 
angled mount for easy 
viewing of 7"H panel; 

; 300 lbs sh. Used, $100. 
I Se eee a se PT AT, 
MCLEAN EQUIPMENT BLOWER RACK, 
rackmount assembly has dual 115 


slincnieniomt 


VAC 60 Hz 1.6 amp 1700 RPM ee 
blowers, top & bottom slide-in 
fitters; ;and line “cord; 57 D* be =. soca 


hind panel. 23x19x8.3, 35 lbs sh. NEW $29.50 


R-3S90A/URR HF RECEIVER 


R-S90A/URR RECEIVER 
famous military set 
covers 0.5 to 32 
MHz AM-CW-MCW in 3! 
one MHz bands read 
 -directlhy on mechan-— 
ical digital count-— 
er. 455 KHz final 
IF; has four Col- 
lins mechanical filters allowing 2-4-8-16 
KHz selectable bandwidth. Calibration points 
every 100 KHz; also BFO, AGC, dial locks, 
600 ohm audio out, Line and Carrier Level 
meters. Rackmount; mo covers. Requires 115/ 
220 VAC 60 Hz... 10.5x19x16.8, 95 lbs (UPS 


less meters, $175. 
Less meters, $295. 
$15.00 


Used-reparable, 
complete, $345. 
maintenance, partial repro, 


2 pkgs). 
CHECKED, 
MANUAL, 


R-390A "AS-IS", less meters, 3TF7, BFO, and 
covers; “visually inspected" only, $135.00 
Po ee a Se ee eo 


fr-avoar-s02 [r-ese rants 


REPLACEMENT ASSEMBLIES & PARTS for the pop- 
ular military receivers R-3S90A (A), R-392 
(B), and R-648/ARR-41 (C). SPECIFY receiver 
type and chassis designations of parts! 

- = ASSEMBLIES) => => 
$30(B), 


$15(C) 

$30(B) 
$20(A, B) 
$20(C) 
$90(C) 
$15(C) 
$95(B) 
$90(C) 
$15(C) 
$15(C) 
$40(C) 
S40(A, B) 


AUDIO SECTION: Si8(A), 
CRYSTAL CAL CHASSIS, 
CRYSTAL OSCILLATOR (less crystals) 
DYNAMOTOR POWER SUPPLY, 

IF SECTION, CHECKED: S$150(A), 
RF AMPLIFIER SECTION, 
RF DECK, complete: 
RF/IF TUNER LESS. VFO, 
RF OSC ASSY LESS CRYSTALS, 
SPECTRUM GENERATOR, 
VFO, (COLLINS): 
VFO, ‘(NOT COLLINS), 


- SMALL PARTS - 
ANT TRIM KNOB, small, $1.25 ea (A,B,C) 
AUDIO TRANSFORMERS, $4.00 ea (A,B,C) 

BAND XTALS $10 ea «A,B,C); 5S/S35 (£/one Rx) 
BEAT FREQUENCY OSCILLATOR, $15.00 «B) 
COUNTER DIAL, $15.00 (A,B,C) 
HANDLES, per pair $7.00 (A,C) 
200 KHZ CRYSTAL, $18.00 (A,B) 
MECHANICAL FILTER 1.4 KHz, $45.00 (C) 
MECH FILTER 2 or 4 KHz‘(A), 6KHz2(C), $35 ea 
MECHANICAL FILTER 8 KHz, $27.00 (A) 
MECHANICAL FILTER 16 KHz, $20.00 (A) 
MHz/KHz KNOB: $6 (A), $4 (B), $5 (C) 
RF, IF, AUDIO GAIN POTS, $2.00 ea (A,B,C) 
RF-IF-AUDIO KNOB mid-size, $1.50 ea (A,B,C) 


RF/IF TRANSFORMERS, $8.00 ea (A,B,C) 
SLUGS only, $3 ea (A,B,C); with RACK, $4 ea. 


GEARS #39 or #21, $6 (A); others, $3 (A,B,C) 
GEAR CLAMPS (specif gear) $1.50 ea (A,B,C) 


0.5-32 MHZ RECEIVER 


R-392/URR RECEIVER, 0.5 to 

32 Mhz AM-CW in 32 one Mhz 

bands using mechanical di- 

gital tuning. Triple con- 

version en lewer 8 bands, 

double on others. Select= 

ive bandwidth 2-4-8 Khz; 

100 Khz orystal calibrater 

points. With 25 tubes ef 

26A7, 26A6, 2606, 26D6, 

6AJ5, 12AU7. Requires 24- 

28 VDC 5 amps. Rugged vehicular version of 
the famous R-390 receiver. 11$x14¢x1l; 58 1b 
sh wt. Used-reparable, $1465. Checked, 
MANUAL for R-392, partial repro, $15.00 
IS-166 SPEAKER for R-392, used, $12. w/set. 
115 VAC POWER SUPPLY f/R392-no connector $25. 


SWR FENDI CATOR CIRCUIT 
: A STANDING-WAVE RA- 


TIO INDICATOR 
CIRCUIT, assemble 
a SWR meter using this 
1$" square 0-10 scale 
(FS=2 MA) meter with 
filters and rectifiers and a modified Scher- 
ing bridge. One pair of bridge arms is re- 
Sistive, the other capacitive. In theory the 
bridge circuit is balanced when the antenna 
is tuned to 52 ohms resistive resulting ina 
zero reading on the meter. S0O-239 connector, 
Bridge: 2#x2¢x1; 2 lbs. #M701/CU-991, $8.95 


$35(B) 


S140(A), 


S60(A,B), 


$235. 
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FACSIMILE TRANSCEIVER 


STEWART-WARNER MODEL 180 
DATAFAX TRANSCEIVER, fac- 
simile machine designed 
+ te send and receive 
printed matter and images 
ever telephone lines er 
private wire, Preduees 
upte six shades ef gray. 
Drum scanner speed: 180 RPM; 
6 minute transmission time fer 
8hx1l1 message. Reeeives 1500-2500 Hz signal; 
2150 Hz required to activate demodulater. 
Select manual or autematie eperation modes. 
Usea 200° rells ef facsimile paper (net a- 
Vailable). Units tested fer basie send-recei- 
ve; seme adjustments may be necessary. Schen- 
atie & infe packet included. Requires 100-127 
VAC 60 Hz. 16x12x21, 70 lbs USED, $85.00 


WW-1! VEHICULAR RADIO 


BC-620 TRANSCEIVER, part of 

SCR-509-510 radio set as 4 

used in World War II vehic-' 

cular communications. Re- 

ceives and transmits over 

20-27.9 Mhz FM range on 

any two of 80 different 

crystal channels spaced set 

100 Khz apart. Transmitter output: 1. 2 watts. 

Has tuning méter and tubes 1LC6, 11H4, 4/1LN5 

2/1291, 1294, 4/1299. Uses FT-241 crystal- 
type (not included) and requires,1.5 VDG 0.7 

amp, 90 VDC 45-ma, 7.5 VDC 0.3 a, 150 VDC 45 

Ma. Size: 12xl6$x214, 40 lbs. Used, $59.50 
CS-79 BATTERY BOX for manpack use of BC-620 
or BC-659; 17 lbs sh. Used, $7.50 

SCR-509/510 MANUAL, Partial repro, $10. 

SCR-609/610 (BC=659) MANUAL, $7.50 

TS-13 or equal HANDSET, $14 w/set purchase. 


MILITARY BATTERIES 


MILITARY BATTERY BUY-OUT! 
We just pur- 
chased tons of 
equipment bat- 

teries from the 
government; all 
are unused. Use 
them as intended 
or for your own 
special needs. 
Not rechargeable. 

* * * * * * * * 

BA-48 for Rx section of RT-77/GRC-9 (p 6 
WS-87) or BC-1306; 6 CD & 60 A-cells, 1.5 

& 90 YDC.. $8.95 
BA-216, 
date code. 


10/81 date; 10x2.2x4.8, 7#, 
twelve "F" cells, 4.5 VDC; 4/80 
3.9x3.9x6, 4.5 lbs sh, $3.00 
BA-232, 15 N-cells, 22.5 Volts; 4/83 date 
code. 1.6x1.3x3, 0.3 lbs; $1.25 ea, 5/Ss5. 
BA-270 for RT-196/PRC-6 walkie-talkie; 24 
AA, 93;>N-cells, 1.5, 45, 90; -45_ VDC. 279/83 
date; 2.8x2.1x7.4, 3 lbs. $8.95 ea, 12/$S95. 
BA-=279 for’ PRC=8-9-10; Rx-Tx; .8-CD, 45.5, 45 
AA, <8 C-cellis;:'155-67.5-135--6 VDC. 5/79 
dates; 8. 3x2. 3x8: 3, -7 lbs; $7.95 12/872. 
BA-291, 200 FL-2 cells, 300 VDC; 3/80 date. 
2.6x2.2x3.8; 2 lbs, $3.50 ea, 2 $6.00 
BA-314, 45 FL-3 cells, 67.5 VDC; 6/81 date. 
2. OXLise2s. 51: Tbs-SL525) eap.12/Sh0. 
BA-406, 2 D-cells, 3 & 1.5 VDC; 7/82 date. 
2.6x1.4x3.2, 1 1b, 2/$1.50 ea 

BA-802, 2 F-cells, 1.5 VDC; 6/80 dates 
2..6x1.4x4.:3)1%1b, 2781550 

BA-807, 30 D-cells, 22.5 & 45 VDC; 1/82 
date. 7.8x*7.1x2.9, 9 1lbea; $8.50 ea, 2/815. 
BA-1277, 3 R-42R mercury ‘cells, 1.3 VDC; 
5/83 date. 2.4x1.3x4.2, 2 lbs, $2.50 ea 
BA-1393, 12 RM-3WA mercury cells, 13 VDC; 
2/82, date. 5x1". dia, 1 1b; > $2.00, 3/7385. 00 


PRC-25 MODULE TESTER 


AN/GRM-SS TEST SET, 
use to check test 
points in modules 
of RT-SOS/PRC-25 
transceiver and to 
isolate circuit 
problems. (Indirect “| 

tests only of modules A2, A1i2-13, A19-20.) 
Includes TS-1755 test unit, MX-4622 probe, 
CX-8593 cable assy and CG-409 BNC cable. Re- 
quires 12.5 VDC 1 W per 5 sec test. 5.5x7x8 
10 lbs. Used w/operator’s manual, $75.00 


TAKE 40% OFF 
WAVE GUIDE PRICES 


3.7-4.17 GHZ WAVE 


COPPER WAVEGUIDE, 2¥x1* size for the 5710 to © 


4170 Mhz range; Western Electric manufacture, 


removed from telephone installations. Filters — 


are tuned to preset frequency; adjusting 
screws can be reset to desired frequency. 
No further information available. 
#1301-Series FILTER with four adjusting 
screwa; 183" length, $24.95 
#1303-Series FILTER, two top and two 
side adjust screws; 6-11/32"L, $17.95 
#1300-Series FILTER, one top and one 
side adjust screw; 3-5/32"L, $12.95 
#400-Series TUNER, two "ye dia adjust 
gorens; 22" long, $14.95 
ie pete cc" TUNER/ TRANSDUCER, 
ase two 2” dia adjust screws, one 
3/8* dia screw : 
i port; 2-7/8" 


: va long, $16.95 : 
#2260550K1 XMTR AMPL, dual sec= ~ 


tion 2-5/32" and 12" vari- 


able internal port; o/a 44*L, $19. 05 


_ #ED63919-31 AMPLIFIER with 416B 
tube with 3/8" dia screw port 
adjacent to tube grid cap; as- 


‘ 


sembly silver-plated brass. O/a 


S5$x3$x1-3/8, 4 lbs sh. $27.95 


Mating 6-prong connector, #8 00 4 


MINE DETECTOR 


SCR-625 MINE DETECTOR SET, 
famous World War II unit 

. designed to detect anti- ~ 
tank mines buried at depth 
upto 24", Detection indi- rr 
cated on meter attached to 
handle or audibly by the © 
M-356 resonator. Set in- 


WW | | 


Strol, BC-1141 amplifier, : 
M-350 handle, M-356 rea- 
,onator, BG-151 bag, d 
CH-156 transit chest, 
and manual. With tubes 
~ 2/1NS and. 1G6. Requires 
two "D" cell ettentas and Ba-38 battery (not 
available) which supplied 103’ and 67 VDC. ~~ 
Units have French markings but U.S. manual 
included. Because of age, not guaranteed 
operable; 49 lbs sh. #SCR-625-FR, $55.00 


CRT-1/CPRC-26 CANADIAN 

PORTABLE TRANSCEIVER, 

six channel unit for use 

in the 47 to 55.4 FM Mhz 

range. Receiver consists 

of RF amp, xtal oscilla- 

tor, mixer, 4/IF ampa, 

limiter, discriminator, a s : - 
audio amp. Transmitter has master oachilee ir 
modulator, power amp w/3B4. Uses tubes 2/3B4, 
5/1aD4, 5672, and 3/5678 all of which are in 
sealed plug-in modules except the 3B4's. M 
ules are Yreparable Receiver sensitivity ~ 
about 2 uv, dsviation 15 Khz. Transmitter 
output S00 MW. Receiver requires 1.5 V 550 
45 V 12 ma, 90 V 30 ma; transmitter 1.5 V 85 
ma, 45 V 8 ma, and 90 V 30 ma. (Battery not 
available.) With battery box but less crys= 
tals. O/a Sz4gx10§, | 5 rds Used eer $9. , 


* 

Accessories for CPRO-261 SouMMATIC, 31.50 
AT-5001/PRC ANTENNA, collapsible with flex ~ 
base; 11"L folded, 47" extended. $3.00 ea. 
CP=1/PRC COUNTERPOISE, rubber insulated 4 f 
long wire w/split pin plug; use as counter= 
poise and/or trailing wire antenna. 2/$1.50 
#CAN-C/PL CABLE & PLUG to convert U.S. 3 
handset to Canadian for above, $2.50 
H-5002/PRC HEADSET, one 300 ohm element, 
MODULE SPARES, unused; bags RF OSC 

IF AMP, MODULATOR, AF AMP hi 50 ea, 


RECEIVER SECTION from 
GRC-9 backpack trans- 
ceiver, 2-12 MHz in 
3 bands AM-CW; 456 KHz 
IF, 200 KHz calibra- 
iis. tion points. Controls 
F Gain and headset jacks. With 
tubes 2/1L4, 3/1R5, 1S5, 304; less grid bias 
battery. Requires 1.4 VDC 450 ma & 105 V 20 
ma. 5Sxi0.5x6.8, 10 lbs. #RX/GRC-9, used, $28. 


#RX/BC1306 RECEIVER SECTION, similar to 
above but 3.5 to 6.5 MHz and part of earlier 
BC-1306 radio. 5x9x6, 9 lbs sh. Used, 

some minor surface corrosion, $29.95 
SCHEMATIC for either receiver, $2.00 each 
BA-48 BATTERY for either, unused, $8.95 
CD-1119 BATTERY CABLE, mates to BA-48 but 
not to receiver, $9.00 


F-237/GRC BANDPASS FILTER, designed to oper- 
ate from 54 to 70.9 Mhz using dial tuning. 
Bandwidth: 250 Khz @ 3 db points or 4.5 Mhz 
@ 40 db points. 50 ohm output and input im- 
pedance. Unit consists of a 3-gang variable 
Capacitor coupled to 3 sets of: three sealed 
cavities. Type C connections. F-237 has con- 
version possibilities for 6- and 2-meter 
amateur apllications. An article about these 
by W. Tucker, WAFKE, appeared in 12/80 issue 
of Ham Radio. 5xll$xl1, 17 lbs. $19.95 


DE PRACT LGE 
ui} AN/GSC-1 CODE PRAC- 
' TICE SET designed for 
student practice of 
Morse code, accommo- 
dating upto 10 keys. 
Hand keying produces 
either an audio tone 
with adjustable vol- 
ume and pitch or a 
blinker flash. Has 
effective range of 
40 ft. if background . noise is less than 60 db 
Can be operated from 6, 12, 24, or 115 VDC 
or 115/230 VAC. With built-in speaker, blinke 
er, volume and pitch controls and tubes 6X5 
and 2/6AK6. Keys not included. 134x18x1l; 58 
lbs sh. Used, $14.95; MANUAL, $7.50 


PHONE shi =f bth bbe 


| TELEPHONE JACK 
PSTRIP. 24 jack 
paors plus a 


||manitor jack/ 


‘pairs; adjusta-—_ )¢ 

|ble 6x26 terminal block on chassis rear. 
3.5x19x15, 15 lbs. #J-2098, used, $28.95_$22. 
#J-2097 JACK STRIP, 24 pairs, 3x26 terminal 
block; 2.81915, 12 lbs. Used, $26.95 $15. 
#24-SWB-PP, similar to J-2097 except no 
chassis or 3x26 terminal block; 2.1x17.8 
x3.8, 6 Ibs sh. Used, “$T8-00__ $14.00 


FIELD DAY ANTENNA KIT 


3 in ONE 
PORTABLE 
ANTENNA 
KIT ideal 
for"field 
day" DXing 
Comprised 
of GRC-3S 
Pace ees bs 
antenna gear combined in single package. 
Includes AT-101-102 long-wire (#15 stranded- 
copper) antennas with insulators and clips 
for adjusting frequency; S-section 15 ft 
whip (3/MS-116, MS-117, MS-118) with IN-127 
base; plus CP-12-13 counterpoise for 15 ft 
radial ground plane. Also guy ropes, 4 guy 
stakes, & CW-419 canvas carrying bag. NATO- 
surplus; 22#. #FD-GRC-9, used-good, $49.50 


A-|/PT TELEPHONE 


SOUNDPOWERED TELEPHONE SET WITH 
AUDIBLE AND VISUAL CALL SYSTEM. 
PALM OPERATED GENERATOR PUTS 
ouT APPROX. 100 v. THAT SOUNDS 
BUZZER 1N OTHER PHONE AND 
ACTUATES VISUAL INDICATOR. 
COILED CORD WITH PUSH TYPE 
BINDING POSTS FOR INTERCONNECTING WIRES TO BE 
FASTENED TO, COMES WITH FIBER CARRING CASE, 
$1zE:84x33x38; wr: ACT 2L8 USED $25.00 EACH 


OSCILLATOR 


TRANSISTORIZED CRYSTAL * 
OSCILLATOR and BUFFER, 


2 le 
1 = oa wd | 
56 to 99 Mhz with 75 Cy a> - a 

temperature controlled aoa 


oven. Requires 5th overtone HC-6 (20 pf) x= 
tal (not incld). Has external oscillator in- 
put and tuning meter and oven output. Re- 
quires 12-18 VDC reg. for osc., 22-39 VDC 1 
amp for heater. W/BNC and two submini 27 (UG- 
1465) connectors, power input DEC 9P connec- 
tor, and schematic. Bx2x54, #0SC99828, $8. 


MAGNETO PHONES 
MAGNETO TELE- 


wire communi — 
cations from 
a fixed loca- 
tion to anoth- 
er. Desk and 
wall types 
vailable; e SOF 
handcrank r : a ' and 
standard handset urcuhean U-1 and T-1 ele- 
ZY required, for oi cestirtuit: Nor- 
Te Pic m Ce Bs us@d-checked. 
L de st ype}. XG, SKE D4 S44-50 $34, 
fF waT1-type; 5.8x9x4.5, 9#. S45 $35. 


FIELD TELEPHONE 


EE-8 FIELD TELEPHONE, portable 
hand-ringing magneto type for 

use where radio communications 

are not feasible. Two or more 

can be used in two-wire system 

up to 17 miles in length. Con- 

nect with two conductor wire; 

GN-38 handcrank generator signals 
transmission and MC-131 bell alerts 

ef call. Two "D" cells required to operate 
TS-9 handset. With carrying case and strap. 
8x10x3.5, 19 lbs. Used, $30 $40. MANUAL, $5. 


TA-43 FIELD TELEPHONE, 
rugged light-weight 
unit replaced EE-8 and 
can be used with them. 
Includes G-42 handcrank 
generator,- BZ-3 clack- 
er call-signaler, H-60 
: handset, and canvas car- 
“xrying bag w/strap. 12x7x4, 12 lbs. 
Used-checked, $65. MANUAL, repro, $8.50 


RM-39 CONTROL UNIT, 
lows EE-8 or similar 
field phone to remotely 

transmit and receive AM 

and CW radio communica- 

tions. Has GN-38 hand- 

crank generator, MC-131 

bell, selector for Tele- 
phone-Through-Radio-Cw, 

and plugs & jacks for Headset, 

Key, and Mic. Requires 4.5 V, 15 V, and 3 V. 
from batteries (not available). 5Sx6x9.3, 16 
lbs sh. Used, $14.95; CS-76 CANVAS BAG, $5. 
MANUAL fior RC-289 including RM-39, $7.50 


al- 


LS-166 SPEAKER 


LS-166 SPEAKER housed in cast-— 
aluminum case with cable and U-77 
‘audio plug for use with RT-70/ 
AM-65 and similar family GRC/VRC 
adio equipment. 4" dia speaker 
has heavy-duty PM magnet; also 
600:8 ohm audio transformer and 
Hino switch. 5x5x3.3, 5 lbs. Used, $12.00 


TELEPHONE TONE PAD 


ITT TONE KEY PAD, 
for tone control, signaling, 

and experiments. Each key pro- 

duces tone output; characters 

9 thru 9, ¥, #. Requires 9 to 

15 VDC; with hook-up info. 
S.4x3.3x1.8, 2 lbs sh. 

IVR: #26006, “NEW, 97-955. 2/S15. 
ee ee Y f 
WESTERN ELECTRIC #235AF3A TONE PAD, as 
but removed from equipment, $5.95 ea; 


can be used 


AT&T MODEL 170A BURIED ae 
SERVICE WIRE TEST SET, 
portable field unit de- 
signed to test and trace } 

path of buried telephone i 

wires and to locate wire | 

breaks or line "faults". 

Consists of 172A Test 

Set-Transmitter which 

provides line reference 

signal and functions Off/Test, Ohms, Trace, 
Pinpoint and and 171A Test Set-Receiver 
which "tunes" the reference signal on null 
meter to find the line or fault. Requires 
AT-8681 ground probe (not available) and two 
6 VDC lantern calls and three 9 VDC transis- 
tor batteries (not supplied). With carrying 
case & operator info; 12 lbs. Used, $59.50 


+ 
‘ 
' 
a 


FIELD PHONE-CONTROL SET 


We’ve taken two items in 

plentiful supply, C-433/ 

GRC CONTROL & H-33 HAND- 

SET, and have put them 

together to function as 

a low cost field tele- 

phone compatiable with 

EE-8° and TA-43/312 two- 

wire field phones. C-433 has : 

handcrank ringing generator and BY 
incoming call bell plus circuit for the 

H-33. Requires two "D" cell batteries (not 

supplied). C-433 3.5x8.3x7.2; 10 lbs sh. 

#C433-H33, used, $24.95; CW-189 CANVAS BAG, 
holds two C-433’s & two H-33’s, used $4.50 


JTELEPHONE TEST SET 


I-142/PTM-6 TELEPHONE 
“7TEST SET, measures char- 
acteristics of telephone 
“and related equipment 
_ including these opera- 
* tions; 1. Sound source 
for mics and receivers; 
2. Efficiency test for 
mics and receivers; 
3S. Capacitor test for 
leakage resistance; 4. Generator test; 
5. Ringer test; 6. Insulation test; 7. Dial 
test indicating percent of pulse period; 
8. Continuity test; 9. Instrument tests such 
as 600 ohm circuit for sound-powered equip- 
ment; 24 V. DC-AC res. circuit for common 
battery. phones; impedance matching circuits 
for carbon and magnetic mics and receivers, 
Meter has scales -10 to +6 DB and 0-100 VDC. 
Requires external batteries for 5, 12, 24, 
and 135 VDC. Batteries not available. 19x12 
x9, 46 lbs sh. I-142, used, $59.50 $49.50 
TS-903/PIM-6a, more recent; 65 lbs., $65.00 


AM-4531 POWER AMP 


M-4571/GR VH> 
ZY LINEAR FOWER 
, AMPLIFIER by 
Granger Associ- 
ates: designed 
fora 120; tol t52 
MHz range to 
deliver 5O watt 
output from 10 W input. Uses 8122 tube in 
F-A. Has 2.5" rd multimeter with seven posi- 
tion switch to monitor Plate to 2 KV, Screen 
to 1 KV. Flate RF Feak to 1 KV, Bias to 
~100 V,. Forward Power to 1900 W, and Reflect-— 
ed Fower to 100 W. Also 2.5" rd 0-200 ma 
Plate Current meter. Loading and Coupling 
controls each with lock, and Bias Adjust. 
Requires 105/115/130/210/230/260 VAC 47-400 
Hz. 7x1i9“14.5, 50 lbs. Used-not tested, $150. 
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HS-23 
ohm using 


used 
headband ; 


cusions, 
(not U.S. 


18" cord 
354 plug, 


RUBBER CU 


MX-41 
$1.25 per 
HB-7 HEAD 
#HB7-BR, b 

18" cord, 
#HB7-G, gr 


VOLT, 


MALE PLUG, 
Unused, 


for heads 
SwW-141 
PL-69 
JK-48 jac 
CD-718 bu 
does not 

Unused, 


ow 


Unused, 
*eeER 


PL-66 M1 
30" Use 


SA-7C 
SOUND- 
POWER 
CHEST 
SET, \ 
push-to / 
-talk / 
switch 
& 18 ft 
cord. 
Comfort- 
able 3.8" 


lbs. 


+ 


Used, 
= 
MIC COIL C 
wire shiel 
wire not; 


-~ + + 
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HEADSET, 


cord w/plug. 
$9.25 
ES-23 w/HB-7 

brown headband 


MC-162 2.5" 
208" 


W49505 to GRC- 
equip (JK-26 jack 
and U77 plug, § 


CARBON TYPE 
50ps BELOW | 
FLAT RESPONS 
WITH PL. 29| 2 con 

1 1"coro 
$3, 00 


cD- 508 CORD. ASSY 


plug, 


CX—2950 CORD, 
PL-SS one end and 
FL-683 on other. 


CX-2951 CORD, 
with PL-48 on 
both ends, 


ear cushions; 


#SH-CC3042, 


R-14 


elements and un- 
grey plastic 


4¢t 


mfg), 
and PL= 
a 
SHIONS 
$1/pr 
dia, 
pair 
BANDS 
rown w/ 
$3.00 
ay w/ 


Vie 2/ 


FT. 


ets w/ 
itch, 

and 
ks like 
t SW- 
a OCk. a 
$4.50 


$2.50 
a 2 ee 


$2.65 |HS-30 HeaDseT, 6" 
co PLUG ~JCORO & PL-54 bruc. 
d, $1.00 |Unused $1. Used 609 


7 


X 4.6" 
5 
$25.00 
+ 
ORD, 1- 
ded, 2- 
30"-42" 
$2.50 


* Wet ie 


2K 


Less 


40 


141 


10” 


10° 


TION. 


HEAD; 
BEHIND. 


UNUSED, 


ON 


JK-38 PHONE JACK 
for inline use; 
takes two PL-55 
$1.00 ea 


plugs, 


Mi | CRO- 
_PHONES 
50 OHM 
F-ITYPE 
PRESS 
TO TALK 
No. C-3 
CORD PL- 

UNUSED 
10A/1422 
CORD PL- 


~Used, 


CARBON 


#ZA/CANS538 dy- 
namic headphones, 
125 obm imped; 


MOVING COIL-TYPE, 
QUALITY REPRODUC- 
ADJUSTABLE 
CANVAS STRAP 
F&TS ON TOP THE 
STEEL-BAND 


WiTH 


CHAMOIS CUSHIONS, 
TYIE CORDS 
PHONE PLUG. 


AND 


$5.95 


T-17 MIC 


CARBON 


5 ' 


$12.00 


LeFT)4! 
5 PLUG 
$4.95 


RIGHT) 4¢ 
$3.95 


Used, 


JK-33 Jack To FIT 
PL-68 Mic. PLuc. 


Used, 3 for $1.00 


PL-55 PHONE PLUG 
30" coro $1.00° 
JK-34 PHONE JACK 
To FIT PL-55 PLUG 

Used, 3 for $1. 


Used, 


= 


NEW, 


to Pa 


4-cond. 
NEW, 


#B212-LUG, 


CD-307 CORD ExTEN- 
SION FOR CORDS WIT 
PL-54 PLuG AS USED 
ON HEADSETS, 60"LG 
WITH JK-26 Jack & 
PL-55 Piue. 


$2. 00 


CD-604 CORD WITH 
IMPEDANCE MATCHING 
TRANSFORMER 5OOoHM 
To 4000,UsED WITH 


As CD-604 oncy 30" 
LG. WITH PL-55 PLe 


$2.00 


"EXTRA-STRETCH" 
PHONE COIL CORDS: 
#T42S5-MOD, 4 ft 
to 25 €t exten- 
sion with modu- 
lar jacks; 


tan. 
$3.95 
te 
t with 


terminal lugs; 


s black. 
$2.50 


35 


To 90 OHM 
PUSH-TO- 
TALK: PL-68 
CORD. 
$6.-95 
Reconditioned, 


with GRC-3--8 
PRC-8-9-10, & 
related equip- 


—~--— =e a ee eee 


Western Electric 
Sound-Powered 
1024 ohms 
D-173016 trans. 


WHERE ON THIS PAGE 


H=-113 except black 


new $3. 00 ea. 


Carbon Hlements 

F-1 Mic. $1.50 
Lip Mics; M=-51 M-6 
M419 etc. $1.50 


mic listed below. 


CW-S1071 LIP MIC, 


HEADSET, 
toured earpiece, 


SWITCHBOARD CORD, 
4.5 feet w/PL-47 
plug #BD-96 $1.50 


and 


noise. 


sized earplugs, 
color. 


T-30 MICROPHONE 
CARBON TYPE,75 OHM 
Opp sELow | MILL- 
{VOLT,FLAT RESPONS 
WITH PL-29| 2 cont 
MALE PLUG, |I"CcoRD 
PRICE: Used, $4.00 


eww woe wwe -- ees 


"brown, 


yellow, 


blue, red, 
price 


#NE-CON-PH, 


H-1232/AIC HEADSET 
with noise-shield- 
ed mic; sound-pow- 
ered set designed 
for aircraft inter 


Used-checked, $40. 
Less mic, $27.50 


for headset; simi- 
lar to type 289 and 
298. Used, $2.50 


#OSLO-BK, black, 


H-33/PT HAND- H-113/U 
SET with U-77 HEADSET 
plug; for use 600 OHM 


SOFT PLASTIC 


EXTENSION CORD ELSE- 


wT: 3LBs. cetglek ob 95 


CW49505 HEADSET like 


and has provision for 
snap-on CW-51071 lip 


Used-excellent $4395 


100 


PLANTRONICS 


PLANTRONICS StarSet II 
ultra-light OPERATOR’S 
improved con- 
s—pos- £ 
ition volume integrated 
into amplifier plug, 
SoundGuard protec-— ~~ 
tion from unexpected 

loud telephone line 
Also coil cord 
with PJ-7 dual plug, 
and carrying pouch; 
2 lbs sh. #HSO708-1, 


Modern CONTEMPRA PHONE, 


li 
£ 


oa = 
puss 
beige, 
and orange. 
"as removed from service." 6 lbs sh. 
complete-not checked, 


F-lines each 


tons; 


OPERATOR HEADSET 


WESTERN ELECTRIC TYPE S52 OPERA- 


“$14.95; 


factured 
_ringer, 


Headsets— /elephoaue—Eguipment WMeersthee oe Hand. J 


H-63 HEADSET 
& BOOM MIC, 
600 ohm re- 
ceive & 100 
ohm MS1 mic 


ment. 5’ cord, elements; w/ 
2 lbs sh. THAT FITS JJ-055 & 3- 
Used-checked, K-26 JACK pin jacks. 3 

SEE CD-307 | 15s sh. Used, $12 99.95 


AN/GSA-6 CHEST GROUP, 
push-to-talk switch 

SA-142 & CX-1077 cable 
with U-77 plug connects 
H-63 with GRC radios. 

Includes canvas straps; 
ZwLbee 


Telephone elements:] ohms impedance; snaps Used $800 $5.95 
U-1 or T-1, $2.00 | to CW49505 and plugs : 
to CD-318. $2.50 ea 


HEADSET 


. 
fare 
set of six different 
almond 


$44-95 $35. 


NEW, 


eee 


WESTERN | 
ELECTRIC | 
D173213 
CHEST SET 
S50 ohm 

mic, 250 
ohm HS-30% 


|headband © 


headset, i 3 cord _ 
7? cord spade = 
w/PL-58 lugs. 
plug; 3 

lbs. Unused, $15. 


HANDSET ites ee 
and clips; 
MRE 


TS-?° HANDSET with buttersie = 
switch as used on EE-8 and 
similar field phpne equip- 
ment; 2 lbs. Used, $9.95 


| 4-23 HANDSET, push-to- 
talk; cord w/PL-68 & -S5. 
Like TS-123; unused, $16. 


qua-— 
ty Northern Telecom manu-— 
with key pad, 

coil cord, and 
jack. Low profile; 
sharp an desk or 
wall. Specify ist-—2nd- 
3rd color choice: Gold, 
almond, white, green, 
Nice phones at a nice 


module 
looks 


$14. 2/$25. 


All of our standard telephone equipment is 
sold as *used-complete* only unless other- 
wise noted, Some adjustments may be required 
so that the ce tes eats conforms to your local 
telephone company's system. 


CALL COMMANDER SWITCE- 
BOARDS, NE-634C0-1 or 
similar with plug; gray, 
green, or beige colors: 


ti-line 1-hold $22795 $14 


17-line i-hold $2895 $16 
me AE 87 


INE S3-HOLD Ria 
PHONE 
with "hold" but—- 


buzzer-type call signaler 


wrest ee sine " Using S825 tubes. With handset, 
Has 74" cord wath coil cord, 3’ cable w/terminal lugs, mount 
U-93A plug; David hardware; tlack, 6 lbs. Unused $27-95 $17.95 
Clark mfg, 4 lbs. 


__ BLACK TOR’s HEADSET w/BOOM MIC, has 
STANDARD single 150 ohm DC res. receive 
TELEPHONE element and 5O ohm mic on &" 
HANDSET & boom: 5” cord has WE396A dual 
CORD, old PL-55 style plug. 2 lbs sh. 
style, Used-excellent, $17,060 $15. 
Used $5. : 
Newer-style OSLO TELEPHONE, sleek 
used $3.00 European 1940’s phone 


suggests Art—Deco period: 
can be used as desk phone 
or invert for wall mount. 
Rotary dial, ringer, and 
cord with terminal lug 
connections. Not FCC re— 
gistered; 6 lbs sh. Used. — 


; 4. B. ; 
A. TELEX 510-01 HEADSET, 500 
blue vinyl-covered cushions, 
cord w/mini-plug. Used, $4. 
“-H/88 LANGUAGE LAB HEADSET, | 
ohm; blue vinyl cushions, 4° 
cord w/phone plug. Uses nea aa 


" 


orns; 8000 ohm impedance. 
-cord w/PL-54 plug, used, S€ 


EXTENSION 
BELLS, ring by 
-using 90 V 20. 
Hz ringer or 
handcrank gen- 
erator. Usable 


#MNC- 131, double coil- typ 
3° dia X 1.8"H, 1 1b sh. 
#VP-2-1, single coil p/o C-43 
control; 2"\ dia. Xoa "Hye 


CD-318 PUSH- 
TO-TALK SWITCH 
w/lock. Has 7’) 
cable w/PL-68 
plug, JK-26 

jack, & straps® 
Use with T-30 


2# 
SS. 


lip mics; 
sh. Used, 


ver for the near taee impaired 
Black, white, or beige. NE 


H-189 HANDSET py 
25, vRo-12 Used $12. | 


77 iad asad ‘ “ 


peeere Cee ees essere reseese 
a 


-H-250 HANDSET w/U-229, | 
H-251 HEADSET w/U-229, 
H-63 HEADSET & BOOM MIC me 

H-91 HEAD & BOOM ire _W/U- 


I-82 or MN-98 
RADIO CON- 
PASS INDI- 
CATOR, 5" 
dia, 0-360° 
increments, 
and AY-54 
autosyn. Use 
in antenna posi- 
tion projects (see 9/79 
QST); 4 lbs sh. Used, $22. 


SOLDERING IRON. STAND 
andy item for the 
builder-hobbyist; 
has 2.6" x 5.3" 
cast iron base 
_with sponge 
“tray and 5S” 
2 fF. coil with in- 
ng funnel; 3 lbs sh. - 
NEW, $3.50 


HONEYWELL HUMIDIFIER CON-. 
TROL as used on home humid- 
ifiers. Plastic element 
tape senses 10%-70% humidi- 
ty and closes normally open 
120 VAC contacts depending 
on getting of variable con- Band Or Ma eager tras oe ee ee ee ae 
trol. Shaft 1x4 dia; o/a 1x MC-507 SELSYN- 


antenna position project. 
I-81, 5 markes, used $8.95 
ID-637/ ARN, 2 marks and 
VAR knob, unused, $10.95 


LOCAL OSCILLATOR & 
w/6BM6 klystron in tunable 
reflex cavity; three probe 
coupled outputs; requires 

=300—--4600 Vo ref, —30C-——47> 
Y grid, -Z0O;V beam, & 6.3 
VAC 411. =-BNC conn & info; 


: eee RY BOSE PALES EVEL Le £2 oy PE RLINO NEN 91.95 eye“ INDIcaTOR, 
ze “9 transmitter 
spel Ponce | TIME-O-MATIC SIGN THERMAL SWITCH opens 30 a a aeGha io 
, CONTROL, 115 VAC sec. after cooling. Operate py, > Sec wand ate 


from 2 to 60 
seconds; bell 
signals time 
elapsed. S*_ 


430 vac. 2m ohm res. 13x1é, 
20" leads. M-4199 $1.50. 


60 Hz. THREE CON- 
TACTS RATED |5 AMP 
EACH. WO ALTER- 

NATELY MAKE AND 


' rection and 
beam loca- | 
ter systems, | 


d tic Has 3" dia 
ss aah 2 paella: thatars rack & eee HEATING ELEMENTS ee 0-360" scale 
$2.50 ee ee TELIMSTER PROGRAM SELECTOR 


5° steps; rise 24 VAC 60 Hz 
req. 2 lbs. $8.95 2/$15. 


I-91(*) RADIO 
COMPASS INDICATOR 
Ss" 360 deg. sc. 
used w/ARN-6 sys. 
és"x3".(can be us 
used with wind 
direction system 
used $9.95 


OTHER BREAKS FOR 
20 SEC. AT THE SAME 
TIME. THEN ALL THREE 
MAKE AND THE CYCLE REPEATS. 
Stze: 3x54x6; Supe. wt:=5 
Les. $53 K-155, $4.95 


6414, NB re SO OR0H +2. NICHROME 650 WATT HEATEF: 


WIRE-COIL, 8 ft lbng; 2 lbs. 
#NHC-650W, NEW, $3.95 


part of an obsolete pay TV 
system»which featured ore- 
recorded tape program re- 
view, coin deposit register 
mechanism, and audio ampli- 
fier-power supply with 4* 
speaker. Generates 8 Mhz 
signal to trigger mechanisn 
and 35 Mhz video output. 
Tape magazine has recording 
SCANNER, uses Head and plays 66' of 4" 


Sottcal sys tepe in continuous loop. PILOT | NOI CATOR 


tem to°read Mechanism has 5 RPM Cramer 


» raised numbers Tid VAC motor plus other 

of credit motor, gears, etc. 

cards into a T t MER UPRARER Foner supply output 150. VDC 
phato array. Small AC motor CARTRI- ao . | 100 ma and 6.3 V 3 emps. 


drives card through reader; -up Bh 
w/connector diagram. 5x5%4, VISION | tebe — up 5/608, Bet 
> ° 


BRYANT STRIP HEATING ELE- 
MENT, 120 Vac 150 watts; 
lg"w x 8"L including mount- 
ing flanges. 2 lbs sh. 
#6115-931-7883, NEW, $2.95 


LOOP COIL TYPE, 9" Lone; 
115 VAC 30 w. $83975, $2.00 


CREDIT CARD 


flanges; — 
a Hel. S Wx2. 58D, 


MG-2 PILOT’s 
INDICATOR for 
bomb NAV-sys-— 
tem. Separate 
fj scales 150-0- 
; 150° TURN and 


BAGS, STRAPS 
Mom ano COVERS, 


3 lbs. #ECR2020, used $4.95] TIMER : aes ° 

ETERS ee cee an 2 CONTROL, Cabinet 15x7x7, 21 lbs sh. pare peter ges 

NUSED. AL ; = : 
HEAD MOUNT MASK part of Our bargain price ia worth CaS Ee Leeny selmgnuceGuAted 


TEARS. SHOULDER ~. 
RE ADJUSTABLE AND 
COTTON WEBBING. 


. CW-216 ACCESSORY BAG. 
' £/PRC-8-9-10; holds 
antennas & handset. 
“O/a 19"HxS"W (tapers 
o 2"W at bottom) 
23.5" deep; w/snap 
cover and clip for 

-j ammo belt. Used, $6. 


early home 
video sys- 
tem; cheap 
gizmo with . - 
interesting parts: 115 VAC 
timer motor with upto 8 hr 
delay and SPDT contacts, 

18 V 200 ma transformer, 

12 VDC SPDT relay, SPDT and 
4PDT slide switches, etc. 

3. 9x9. 3x2) 2H. WEY = TEST, SL 


4; LONG DURATION 
a STIMER with |15v 
9 “ile NR RELAY. 115v 
e eke 60 Hz 1/16 RPH 
temmee— MOTOR. CAM ACT- 
UATES SPDT Micro sWITCH. 
33x2aU.. UNUSED $2.95 Perle NAC es Tete 


ieee ent Sp. : pet Seonpibat 
i p iat ae ae on | Ibs sh- #AA-L205, used, $9. 
& ® i clock RAD#tOS. 
ei a CLEAR PLASTIC 
FRONT TO TRANSMIT LIGHT, 

No HANDS. HAs 60 MIN TIMER 
Atso HAS ON-OFF-AUTO ALARM 
2"sq FACE. |15v 60 Hz. 
Unused, S2-30 $1.00; 5/84. 


SYNCHRON CLOCK. 

MECHANISM, No.610 
EO sa CYCLE 
3 waTT | RPM #EC- 
L29RB, ye GEAR 
ASSY, NO RESET OR 
COVER. 2x2x2t3 4oz. $1.35 


+ tot H+ Hat F + + 
TIMER ASSORTMENT, 
5 various timing 

device; mixed volt 


the tape magazine, coin 
mechanism, power supply, 
or tubes alone. NEW, $6.95 


masks extraneous 
light during low 
light viewing of 
instruments——nice 
Halloween mask, 
too! Rigid rubber 
w/velcro adjusting 
straps. #5855-179- 
8583, unused, $4.95" 


TX CHASSIS 


XMITTER CHAS- 
—@. SIS .tor 2-12- 
MHz range; p/o 


in line; 24 V 400 Hz origi- 
nally but works on 12 V 60 
Hz with some response loss. 
10x3.8" dia, 4 lbs. $15.95 


ALARM CON- * 
TROL FANEL © & @ 
w/S—-paosi— eo Sy e 46 
tion key 

tock wafer switch, SC4628 
Sonalert 6-28 V =-14 ma, and 
five panel tights. 11.2%4xB8 
2 lbs. #ALRM-SC428 wibay 5 $7 


CST, 
NESS & M- 1956 SUSPEND 
ERS £/PRC-8-9-10, $8. 


12 GO He 

WIND DIRECTION INDICATOR 
using 26 VY 400 Hz i phase ~ 
seisyn transmitters. De- 
sign wind vane and indica- 
tor for monitoring wind 
direction from indoors; 
(two required). #TX/SEL, 
Unused $9 ea. Used, $6 ea. 


4 COPY LENS aper- 


oy scribed else- 
where but "de- 
militarized" 

. a by "whack" on 
‘ROLL BAG for the tuning con- 
~23- -24 masts, S6. trol. Still a good 

ee fr gl ae source of quality switches, 
coils, and other RF parts. 
Less tubes and indicator; 
10.5x10.5x6.8, 18 lbs sh. 
OS iS io #TX/GRC-9-D, "AS-IS", $7.95. 


‘snap and web strap 
O/a 40" long * Rit 
deep. Used, $7.50 


1D-68/APA-44 AIR SPEED |ND- 
ICATOR;ConTAINS A KOLESMAN 
TRUE AIR SPEED METER AND A 
INDICATING WITH A RANGE OF 
84 To 434 knots. Has QSTER 
MoTOR AV-240, RELaY,1/6AK5 
TUBE, COMPENSATING DEVICE 

PLUS MANY OTHER COMPONENTS. 
15x7sx5; 20 LBs. USED $10 


TENSION GAUGES 


PRECISION GAUGES for 
measurement of tension 
f or weight. NEW: 
oT _ #LP-36 SPRING 
i SCALE, 36 oz X 
Pi B72, 200-1. KG 
: 'X 20 G scale; 


® besa DC FM 
12=DIGIT FLU Fae) MOTOR 
ORESCENT DIS- 


yt ee See eae PLAY, 3/8" — 
ee CANVAS CASES: | digits © thru 


oo 8 w/strap, used $5. Fs-s->’s and 
for TA-43/312, $6. | decimal point. ~ 
Tubes 2"H plus IC’s, trans 
istors, etc. 9x8.5x2.5, 4 
lbs sh. #POS-2 
12-DIGIT FLUORESCENT DIS- 
PLAY, 5/16"H characters, 
1-5/16"H DG-10A tubes; 21 
xistors, -IC’s, etc. S.3x3.4 f F 
my Hew #OP-2204, $47 Pan ages, mixed speeds. $2.50 


Ee ee OR a ater pe ap aaa te Ye te 


WIND SPEED INDICATOR using 
a 24 VDC FM motor as a 
generator, @ 1 milliammetez 
and a resistor range scal- 
er so that wind speed can 
be monitored indoors. We 
will supply the FM motor 
and a 34" rd 0-1.0=50 
scale (FS-1 ma) meter; you 
design the rest. 

AWS-MOTOR & METER, $7.95 


Ts< Rx 6 CASE 
LEATHER CASE for 

handheld transcei-— 
ver; snap-flap for . 


FINDUECTOR FC 
TBOARD has = 
$200 uH and 2 
ees 1200 UH in- 


a ductors 3/4"H 


BL- -G10005, $3.95 


: ‘ spring assem- 
Gg ayo eas attaching to belt. i = " AY-| AUTOSYN 
also 2/4000 mf 20° Vv, A on Interior 8". deep X |) : a eee MOTOR AS USED 
1 mf 25 V axial caps, xistors 3"W top tapers to i a8 § Ghatd¥lon PH IN 1-81, |-82 
ING TAPE on |etc. 3 lbs. #54-014525, $2. 5 2-75"W bottom x i: te Kono ETC: DIRECT 
Peginerte per se 1.5" thick: right- REPLACEMENT. 
reels;_ & mil TALLY OSCILLATOR with fer- side cutaway for #68B SPRING ARM, $5.95 


a od 


if center zero, left- 
right reading; 0-70 grams 
in 5 gm steps. Not stain- 
less; 6.1"Lx1i.6"W. NEW $6. 


control access. 
Quality made in USA 
by Merzon; o/a 10.5"L, 2 
lbs. #194270217P11 NEW $7.50 


ww ew aw ww ow ew wee ee eee 


rite coils, 81.9-72.5-44.7- 
42. 9-25. 6-24.9-30.2 mH and 

39/ 5O V caps 0.001-0.47 mf 
and 9/2NZ565 xistors. $2.00 


1800 ft... Me- 
a bulk ee 


1-8! & 1-82 ARMATURES ONLY 
3H2716/Al, UNUSED, ee 
-82 GLASS onLy, 2.0 
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PP-68-B VIBRATOR 

SUPPLY, 100 to,110 

VAC 60 Hz 15 or 50 
F watt output from 6 


SMALL INVERTER SUPPLY INVERTERS 


TRANSISTGR INVERTER POWER SUP- 


WIiGH VOLTAGE 


ACE HIGH 


PLY, input 24 VDC 500 ma; out= 
put-110 Voc 60 ma. Can be used 
to supply B+ for low power tube 
type receivers. Transformer has 
286 VCT 70 ma secondary. Other 
uses possible with modification 
Reduced output at lower-input 
voltages. Schematic included. 
Shx2x2, 2 ius sh. #522-1091-004, used- 
checked, $9.95; used-defective $4.95. 

DA~15S PLUG to fit above inverter, $1.50 ea. 


MIGROCOMPUTER SUPPLY 
POWER SYSTEMS MICRC-— 
COMPUTER SWITCHING 
POWER SUPPLY, made 
for one the “bigs” 
in the micro circus 
who quit the 
outputs 
+12 Vos 
250 ma, 


er en SE HT 


300 ma from 115/230 VAC 50/60 
Hz input. Made in 1984 so is the very latest 
design for your micro or otHer project. 
7.8%4.4x1,.5, 2 lbs. #PS1558 NEW $29>95, $24.95 


NORTH ELECTRIC MODULAR POWER . 


SUPPLIES, stable solid-state 
iat units removed from equipment, 
: p All 115 VAC 60 Hz input; out- 
+puts -5% 240 centigrade. 
’ Appearance varies from pic- 


ture; 20 lbs sh wt approx. 


$45.00 
$12.00 


#N65006A 5.0 
N11006A 6.0 

ELECTRO MODEL 50 18-22 VDC 2 amps - $20 $15 

PMC PXC-C-36 36 VDC 2.3 amps $27 $16 


VDC 35 amps 
VDC 3.5 amps 


T-BAR #5000-M974 24 VDC 6 A rackmount, $35. 


SPERRY #4113281 SUPPLY, outputs +48 VDC 5.5 
amps, +6 VS A, -12.5 V2.5 A from 215/230 
kmount, 45 lbs. Unused,’ sat’ $35. 


& VOC SUPPLY 


CB POWER SUPPLY, regulated 
12-14.5 VDC 500 ma continu- 
ous; 1500 ma intermittent. 
With 6’ AC cord and re- 
placement On-Off switch. 
#CB-PS-1t2,'| NEW, 97.95 


ASTEC DC - DC CONVERT- 
ER designed for PC 
board mount; +5 VDC 
input produces -12 VDC oe 
85 ma output.. 1.2x1.5x1; 1 1b sh. 
#AA7210, $2.95 ea; 2 for $5.00 
PLUG-IN WALL TRANSFORMER with 8 
VAC 750 ma output from 115 VAC 
input; lug output connections. 
1 lb sh. Potrans #WP410608, 


pe 6 VR boa Ph: Fs 
$1.95 ea; 2/33. 


POWER UNIT HEATSINK ASSEM- 
BLY, 5. 3x4. 8.x1.1 plate 
with three 2N3055’s, two 
diodes, On-Off switch, and “Or 
fuse; 3° lbs sh. #AE-HS-3T, used, $2.95 
F TRANSFORMER & DIODE 
™ ASSEMBLY with Sig- 
’ nal 24-4 transformer 
which has two 12 V 
; 4 amp secondaries. 

; e eames Also two 200 V 40 A 
diodes, two 300 V 25 A SCR's, and a P&B 120 V 
50-60 Hz DPDT tory w/10 A contacts. W/schen- 
atic. 10$x32x34, 8 lbs. #ASI-M912VPS, $12.95 


« SANGAMO DC POWER SUPPLY, out— 
\ put +5 VDC 2.5 amps and +12 
VDC 250 ma from 115 VAC 60 Hz 
- input; transformer-type. Modu- 
'lar-style chassis w/On-Off 
— switch, fuse, and marked out-— 
i put terminals. 5.1x4.1x13.3, 
9 Ibs. #SANG-696515, used $10.00 


VDC 6/13 amp (15/ 
SOW) or 12 VDC 3/ 
6.5 A input. With 
P 66" cable. 9.8x 

11.3x8.8, 34 lbs. Unused, $33.00 
PP-68, older style, 


MRC-66 DC to DC SUPPLY 

has two separate DC 

to DC transistor in- 

verters operated by 

24 VDC inputs; Output 

"R" -70 V bias, +100 

VDC 20 ma, and +200 

100 ma. Output "T* #200 VpC 150 ma 
70 VDC (isolated #,-) 75 ma, and 

6 VAC 5 amps. Inverters in separ~ 
rate boxes which can be removed 
and used independently. Also has 
24. VDC control relays, Reg-Ohm 
regulator for 6 VAC, locking cabi- 
net with cover & key, plug, and 
schematic. 9$x6x16, 21 lbs. $22.00 


LAMBDA DC SUPPLIES 


wee_AMEDA MODULAR FOWER 
ISUPPLIES, 105-1257 
210-250 VAC 47-62 Hz 
input; outputs +5% & 
40 C. Used-good cond: 
¢ #LOS-2Z-S, S VDC = amp 
4.8x4x2 3 lbs $14.95 


12724 vb 227i! A 


CPP-2 POWER SUP 


PLY, output 12 
VDC 22 amps or 
24 VDC 11 amps. 
With mains and 
load control 


and output mode 


indicator lights. Input: 90-130 
VAC 60 Hz. Size: 11x16$x103, 90 1b 
sh wt. Used, —=p66eGm Now $45.00 


DYNAMOTORS 


DM-21CX used 
DMN-32 used 
As re-new 
DM-35 re-new 
DM-36 re-new 
DM-S53 used 
DM Ha wus yy: 
DM-64 used 
D-10A used 
D-401 re-new 


D-101 
DA-1 

DY =o 

DY-10 
BD-83 
PE-73 
PE-86 


used 
used 
used 
used 
re-new 
re-new 
re-new 
PE-94 re-new 
BD-69 re-new 
PE-133 used 


12 VDC DYNAMOTOR & FILTER BASE 
21215A for RU-18 WW-2 aircraft 
receiver; 7.4x4.4x5.9, 10 lbs 
sh. $16.00 


230 VAC 50/60 Hz 
tions. 5.5x10, 4 


+S VDC 28 amps, 
-w1l2 Vii. Ay 
24 (NTS A ihe 115 VAC 60 Hz input. 
3-prong input connection and 
removed from 
#SWPS-528, 


4 A, 


On-Off switch, 
16-pin Molex output connector; 
equipment. 2x5x13, 6 lbs. 


SCR HEATSINK ASSY 


SILICON RECTIFIER BRIDGE, single 
phase half-wave; GE #C014114Cx5 
or equivalent. Rating approx 500 
V 35 amps. 7x6ix5, 4 lbs sh. 
#KS-19576L1, used, $8595 54.95 


used-chked $23 


iinpht snot tbr F ce 1) 
5 VDC 28 AMP 
HEAVY DUTY SWITCHING 


POWER SUPPLY with 
"heavy duty” outputs 


JACK & HEINTZ INVERTER 
#AN-3533, input 27.5 VDC 
37 amps. Output 115 VAC 
400 Hz S500 VA, 3 phase 
voltage regulated. 
16x9.5x6, 40 lbs sh. 

Used, $40.00 


12 VDC IN- 

VERTER for 

compass in- 

dicator or 

selsyns; 

output 26 V 

400 Hz 1 J. 2.6x7.8x5, S# 
sh. #INV-SEL, unused, $22. 


GE #5D21NJ3AQ INVERTER, 
INPUT: 27 VDC 25 amps 
QUTPUT: 115 VAC 400 Hz 

485 watts. 8.55.8" 

15 lbs sh. Used, $3 


1 
dia; 
4.95 


MG-149H INVERTER 
INPUT; 24 VDC 36 A. 750 VA 
OUTPUT:,115 V. 400 cycLe 
| PHASE 500 VA & 26 V. 400 
cycle | PHase 250 VA. 
S1ze: |2x8%x8; wr; 25 Les. 
PRICE: Used, $45.00 


INVERTER 
(NPUT 


WINCHARGER 

51S1 DYNA=- 

MOTOR on 

15x93 base. 

Input 26 : 

VDC 22 emps; & 

output 1500 

vpce 200 ma and 3350 ye 100 
mas 44 lbs sh. Used, $20. 


**#£ *« *£ & *& & Fe KH K K KR K 


DM-42 DYNAMOTOR; 
Ree fl ineut: (2 VOC 39 
AMPS. QUTPUT?: 


1030 ano 515 VOC @ 215 MA, 
7x7xi1; 42 Lp. RECOND. $15. 
#LV-DYN/T195, input 10 amps 
output 250 VDC 300 ma, 

-45 VDC 10 ma, and 115 VAC 
30 VA 400 Hz. 85x3 d. $25. 


BLUE 


TIFIER TUBES. WITH MOUNT= 
a FLANGE. SIZE: 6x7x23 
Sxec. wt: 8 Les. UNUSED. 
#ACE- HV3000, $5.95 


SPECIAL!! 3 for $10.00 


VDC input; 
outputs 5 Vv 
DC 10 amp & 


+/-15 VDC 2 amp. 2.3x4. 8x 
5S lbs. #3DDS-15N NEW $12.95_ 


PE-104 POWER 
CONVERTER. 


1 6.0or 12 voc 


INPUT, OUTPU Be. : 
0 voc, 14 voc ano -45 VDC. 
SIZE; 4xAx7; wr: 10 Leas oe 
New $3.95 wW/extra oan 


PP- Ses Mee 
POWER 


SUPPLY 

WITH FILTER NETWORK. be 

6 VOLTS Dc INPUT, 5.35 AMP 

output 135 voc @ 155 MA. 

$1z€: 72x22x22; wr; 3 Lesa 
New $4.95 of 


PP-1234/U 
115/230 VAC 


VDC 20 ma, 6.95 TAC dead amps 
Xformer 460 VCT 20 ma, 6.5 _ 
V 1.25 &.; Choke dual 20 ty 
20 ma. W/6X4 tube. 12xdgx1 
12 1bds sh wt. Used, $14. 95 


PP-18 CONVERTER 
» 12 VDC 4 amp to 
; 24 VDC 1.5 amps 
% parallel for 
more current. 
With vibrator & 
plug; 6.5x5.5 


x8.5, 10 lbs. UNUSED, os ome 


M OVEN 


' BLUE M BATCH OVEN, large 8 cubic 


37x34, 300 lbs. 


ar Were 
and 
Has 


$14.95 


ck pepe power EB: 
electronics, running time meter, 


Requires 208 VAC 60 Hz 2.7 KVA 1 phase. 
#POM-S863BxX, 


used $695 $550. 


SPEED CONTROL 


WALL MOUNT SPEED CONTROL, 


solid- 


state unit designed to adjust, 
speed of Miami-Carey ceiling fans 


is rated 120 V 60 Hz 3 amps. 


Use 


to vary speed of any motor of si- 


milar rating. 


Includes aluminum 


mounting plate for standard out— 


lets, hardware, 
1 1b sh. 


#MSCW/KIT, 


and wiring info. 


NEW, $5.95 


» U-106 TERMINAL 
BINDING POSTS, 
"push" spring- 
loaded type; 

silver-plated. 


- 4%150 SOCKET PAIR f/ 


a a 2 
ms108 xmitter modltr 1-POLE 17-POSITION, 24% dia 


ct age. CENTRALAB @S0- bakelite; 3/8xi" dia phatts Threaded 1°; 
Rinoved “Gig. 410.” | Age Mev ecm SERIES high CRL #PA3001 NEW $1.95; 2/33 |o/a 1.9". Used $1 ea. 
es Re voltage “door- | ---==- on a an Gn Old eas eon ae ae es 
a <> knob" capaci- ROTARY SwITCH, 2-DECK. One 


tors, 0.5" H x 
0.75" dia; Used, $3.95 ea 
Specify: 10, 50, or {co Phi obs 
(7.5 KV) or 100. pf (5 KY). 


+ +e he +e He He He He +H HF + 


4PDT MOMENTARY BOTH SIDES; 
OTHER 2PDT Mom. B.S. AND 
IPST mom. 1-3/8" olf} CER: 
AMIC. $329825-20, $1.00 
MINI-ROTARY, l-pole 3-pos. 
shorting. 1" dia; 1/8" dia 
shaft. No hardware. 
#LED-M13-S, unused, 75¢ 


RAMIC PLATE CAPS, cut-offs. 
78" Size, $.75; 3/8", $.60 
TAL TUBE ‘SOCKET EXTENDER, 
plugs” in to save wear-and-tear 
your tube checker’s octal 
ket; #1189, NEW $1.75 


02 ‘OCTAL TEST SOCKET, test 
oints for octal tube; plugs 


HARDWARE ASSOR TMNT 
from electronic e- 
quipment such as 
washers, screws, ri- 
vets, nuts, termi- 
“nals; 2 lbs $2.00 


TYPE 858, 1000 pf S KV, $6. 
TYPE 857, SO pf 15-KV, $4. 


a v M 
MICA CAPACI MFD WVDC C MICA 


TORS used .02 600 55 = a 
into socket. #4578 NEW $2.50 inc RE gover ef oOT-<te00 THUNB-WHEEL WAFER gg CONDENSERS 
3E SOCKETS, used/unused: circuits. .022 1200 60 | SWITCH, 18 posiT- , 25 ASST, 
moulded/bakelite, rin JAN CM-size  .005 1200 _- | ICN, NUMBERED, 2 10 MMFD To 
- g less than .0062 1200 55 HOLE MTG. HORIZON 6800 MMFD. 


- jount or 2-hole mount, $.40 ea 
0 eramic, ring mount, $.65 
tal moulded, 2-hole, $.45 ea 
niature 7- or 9-pin, moulded 
ikelite $.35; ceramic $.60 
PLUG, mates to octal tube 
t+; shell cap w/side out- 
_ #83-CP8/3-17, NEW, $1.25 


$1.00 a KIT 


COMPUTER GRADE 
CAPACITOR ASST. 10 
capacitors ranging 
5 to 30 VDC & 1000 
to 50000 mf; used. 
10 lbs sh. $4.00 


TAL OR VERTICAL, “= 
=x3/8" # 960 new $1.25 
SAM& AS ABOVE 10 POSITION 
=x3/8" 7980 new $ .75 


2=DECK 5-POS w/OFF-ON swi- 
tech 2/SPST 8 A d25 V. 2ix 

0.0001 mf 3000 WVDC, $4. 1é, 2" d shft. #2D5PSW ea 
0.001 mf 3000 WVDC, $4.50 


Sn a ie Fee ee te MALLORY NON-SHORTING TYPES: 
F2L-Size MICA, 3x1.8x1.3: #3284J S-circuit 4-pos $1. 
0.0006 mf 2500 WVDC, $4.25 | #0243T 4-okt, 3-pos., $1.10 
0.00007 mf 3000 WYDC, $3. 
0.0051 mf 3000 wVvDC, $5.00 
0.00022 mf 5000 WYDC, $5. 
0.002 mf S000 WYDC, $6.00 
+> > +> +> > +> > a a > > +> > +> 
F3L-size, 0.004 mf 8000 
WVDC, 3 lbs sh. NEW, $12. 


pA = ide de Et -0004 2500 55 
used, $1.25 35 pf 3500 60 
MA a! ie: te Ta es or + + 
CM65 .002 mf 3500 WVDC, $2. 
FiLl-size MICA, 2.8x1. 5x1: 
0.006 mf 2500 WVDC, $4.00 


PRECISION 

|| RESISTORS 

25 asst. on 

|| boards. -Car- 
bon or wire 

wound 1%, 
$1.50/kit 


811-866, 
14 for 7SOTL/1SOOT, $5.00 
4 for 715/718, $2.50 
#237 for 813, ; $5.00 

244 for 8008, used, $2.50 
; 829-832, used, $2.00 
eee es * 6 te ee 
50/4CX250 sil- gi 
-plated socket {| 
himney & 1100 © 
bypass capaci- — 
yostae” 215-2, used, 


used, $3.00 


2-DIGIT THUMB SWITCH 
00 to 39; can be mod 
ified to 99 but one 
digit has l-pole 10 
pos wafer, other binary 
code output. Digitran Serie 
23000; 1xl¢xl#. NEW $1.75 


25 ASST. 


$18.00 COMPUTER GRADE Rotary switch one deck 17. 
position, one tie deck.13" 
x1. silver pl. SW-249 $2 


5 to 20 

Watt.Wide haar aia 
range of values some 
tapped.25 ASST $1.00 


MFD VDC SIZE PRICE 


23000 7 5Shxlé .60 
. Bank of five 2.25 
61000 10 4x2 1.50 


= -------- ¥ 150000 10 5$x5 3,25 
CK IERC-type SHIELD f/ large 28000 15 4bx2 2.00** 


| ea (6080- size) tube, $1.50 


= ------ = - 5200 20 3¢x1-3/8 1.25** 
Bere. ‘for 4-400A, used, $6.00 40000 20 4$x2e 2.75** 


CERAMIC 2-pole 4—-position; 
1-S/8" dia, 1"x1i/4" dia. 
shaft. #SW-1064-4 NEW $2.25 


CONTROLS 
10 ASST. 


DAVEN SWITCH MmMe: Oy mates 


18-POSITION, CON- $1.00 


a “yy, TINUOUS TURN, rs 
+e Ke 5 
Sohn 4 hae Stra Hy, dic. Zine-silver TERMINAL 
16500 30 4$x3 3.00 ‘ Beicontacts. #xg" dia WGS,ring 
25000 30 43x3 2.25 Meishft. #529825-92.2 spade , crimp 
: Size: 3.5x 54000 30 6x3 4.00%4 Unused, $3.00 types.Wide 
‘Unused, $4.25 = variety of 
18000 35 4x3 2.50 4 : 
g 25000 35 4x2k 2.75 hinditiee tap switch 1 pole sizes for all uses in 
37500 35 6x33. 75 7-position rated 1\ amp. plastic box, 
9400 40 49x14 2.00 1x". Grayhill 7 pos. $2.00 JAPPROX. 200 Pcs. $2.00 
51000 40 Sex2e 4.15 5 fia 92 OS nia SN, CUE GS 


FIVE-DECK ROTARY SWITCH, KOTARY WAFER SwITCH 


rows of 30 terminals 20000 ss 325 each 2-pole 4-pos; bake- six different types 
| one side ed wrap. "1000 50 Sxl 1-20*9 4x1,6" dia; shaft 1/2x1/a" | Multi-decks and 
size 8-7/8x2-3/hx1-3/4 $3.50 | 23200 50 4x3 3,25*9 dia. #SW/RM39, used, $1.25 | contacts $1025 
| AIRCRAFY STYLE TERMINAL SuRirs 3500 55 4x3 2.00** ‘ — eee RESISTORS 


LEAL OO (6c 4x2.5 2265 


58000 ° 20 6x3 2.20** 25 W 4 ohm Slider + 


CERAMIC 2-deck 8-position; 
1-3/8" dia wafers. Shaft 4i fixed; 4x0.6 $.75 
1/4" dia. #383-5447, $2.50 [100 W 1A tapped 0.2- 
950 ED Ea ASRRN Ra] OEE BAL I be aa eat Ag ama Ped ne Oe 0.4-0.4, 6x1.F $1.75 
CERAMIC 1-deck 11 position {100 watt 750 ohms, 

1-3/8" dia wafers; 1/4" dia] 6-5x1.3" dia, $1.25 


shft. #SW112/TV2, used, $3. [119 watt 10 ohms, 
8x1.3" dia, $1.50 


145 watt 80000 ohms, 
12x1.2; used, $1.50 

166 watt 200 ohms, 

. £2°x2..3" «dia, $1.75 
SSE Spa NG ee Te eae SE CT aS a 200 watt SOOO ohms, 

DUAL CONTROL SWITCH, 3" dia | 30.5x1.2", $1.75 


outer shaft switches l=-pole |200 w 2N.SLIDER ad- 

4-positton rotary; 1/8" dia | just, 10.5x1.3), $3. 
inner shaft adjusts SOK ohm |----------------~---- 
pot w/on-off. #3540 NEW $2. |Clip-Mount POWER RE- 


ANTENNA CIRCUIT Swi TCH SISTORS, 90 W 7.S"Lx 
lh 100 WATT 


AN-34,36-2-6 6 term. 4x7/8x11/16 
-32 studs on 19/32 centers .55 


-4-16/10 term. 123x1x1 
tuds on “adi centers $1.25 


5200 200 6x3. . 7.5¢ 
1400 99 4x28 dents 1.00** 
2700 300 53x2% 5.00¥% 
900 165 4x2 dents 1.00** 
1250: 180 43x2% 3.00*% 
500 200 4x2 NEW 2.25 
500 200 5x3 1.00** 
1700 200 5x3 3.20 
** marked, take 25% OFF! 
800 MF 250 VDC, 3. 3x2, S33: 
10 for $24. 20 for $40. 


nal og 13 term. each & 
13436 9 term. ea. The 10/32 
‘ind he thru. the phenolic 


BAKELITE 1-DECK 1-POLE 10- 
POSITION w/stop, 1-3/8" dia 
eaters #1110-3712 NEW $1.25 


TAP SWITCH 


Ya, S-POSITION CERAMIC 
TAF SWITCH for 100 W 
WW-2 transmitter; 
Peake con lLee, of) Lowsh: 
#229605 unused, $2.95 
$  10/7$32 100/265. 


4 TERMINAL 
STRIPS WITH 
mice : MMe CLIPPED WIRE 
RRIER TERM, STRIPS AVAILABLE, 
/4,1 &_\4" wiotus, 2 To 16 TERM 
NALS. Two TERMINAL 20¢,£a. EACH 
TIONAL TERMINAL 3¢. WE WELL 


8 MF 4 KV DC 
case ground, 
}non-PcCB; 8.3 
x3.5x2, 4#. 
#CDE-LPC212, 
Unused $10. 
| a OF. Ol Oo a 
MOTOR-RUN 
CAPACITOR, 
50-60 mfd 
330 VAC 
plastic en- 
closed electrolytic; 4.4x2" 
dia. #MSP-77225, $2.25 ea 
NE a Md os fe Pan eine pl hl bad in tne 7 
PHOTO-FLASH CAPACITOR, 750 — 
mf 330 VDC; 2"Lx1.2" dia. 
NEW $2.25 ea; 5S for $9. 


1" dia. $1.50 ea: 
800, iOK, or 16K/L 
nf © & © + & &  & 
S5KN non-induct, $3 
120 W 7000 ohms 9. 5x 
1.3" dia, $1.75 ea 
140W 11> 1165x1.2' $2 
-~_ + + + +e He he He He + 
MOUNTING CLIPS for 
above resistors; 1"H 
ceramic insulators. 
#CL-RES, $2.50/pr. 


RESISTOR PAIRS 
on brackets; 

rating/size f/ 
each resistor: 
oO. "2 ohm 100 W 6x1l, 2# $3/pr 


HEAVY I 
MINAL STRIPS, 
MBERO Ke Sale 


450 WATT 301 OHM 
5%, glass; 13.1"Lx 
1.3"dia. #3352, $7. 


EDGEWOUND RIBBON RESISTOR, 


. 6 " 2,00 SCREW DOWN 
5 Os67 500) WF 132x2,° 34... 98. 


_&" 3200.1 


18-POS 1-POLE NON-SHORTING 
SWITCH w/external auxillary 
3 amp low-voltage contacts 
that "make" £/ 180° of ro- 


tation. 2.3x1.8x1.6, 
#258-5352, 


dia shaft. 


> 


+~ + 


THREE DECK 7-POSITION TAP 
SWITCH w/screw terminals; 
10 amp shorting contacts. 
1.3", 
shaft. #ES32303LM, 


1.8x2x3.1 + 


* 


+ + 


WESTON G-1i VOLTMETER SWITCH 
i-deck 9-pos w/silver-plate 
non-shorting contacts. Ro- 


SE TS 


Sy ee Jat 2 


F bp ec 


+ 


tates 360° non-stop. 


lic w/knob #SW-G1l NEW $2.50 


20-30-15 mf 


60 uf 250 VDC 


ELECTROLYTIC (E)/PAPER (P) 


SO mf 350 VDC axial, 
40 mf 450 VDC 
20-20-20-20 mf 450 V 
3°15 3" dias 


eS See Sp ee 


1 KV DISCS: 
-0001 .0002 


TANTALUMS, 35 VDC PCB-type 
4.7 or 6.8 uf 4/$1 1¢6/$20 
40 uf 25 V, 2x3/8, 2/$1l. 
47 uf 20 V, $xi, 45¢ 


RESISTORS 


UF 


+ 


3/5 W, 20¢ £4; 


a 
" 
" 
a 
a 
nr 


100 . 


BLEEDER RESISTORS 


9.72 ohm 
" 


Ba OHM 220 W, 


25 watt 


7/S$1, 


(P), Ss. 


NEW, $1.50 ea 
©..9> Oi > AS 
MYLAR AXIAL CAPACITORS: 
0.01 mf 200 VDC, 
0.33 mf 400 VDC, 


- 002 


10/25 W, 30¢ 


3a 3 ADAH S® 
* 4% 2a @ 


n" 


~ 


3" dia 
$3.50 


+ + 


6800uf 16 V axial (E) 4/$1 
450 uf 25 VDC (£) 50¢ 5/$2 
1000 mf 35. V axial(E) $.50 
1500 uf 63 V axial (E) 75¢ 
50-30 uf 150 V (P), 
i500. V 
80-40-20 uf 150 V (PF) 2/31 
250uf 150 V axial (E) 2/$1 
25-25 uf 200 V (E), 45¢ 
CP). %. 
260 uf 250 VDC (P); $1.10 
160-240-240 uf 200 V $1.65 


2/1. 
tE) 


4/$1.00 
3/$1.00 


100/$6. 


1/4* 
$3.00 


+ 


+ 


Pheno- 


$.65 


7S ee 


Sis 
65 ea 
(E), 


- 0056 


30¢ 


" 


OF05 My 105 W; 


o%, 


100K ohm 0.33 W O.1%, 


7.0K OHMS, 0.333 5 Ab¢ 
EA. 


0.25%, wiREWouND, 4! 


28K OHMS 2 WATT, 


0 


WPREWOUND, 404 EA. 


999 MEGOHMS, 
6. 3"Lx0. 3" 


— ww ww eww ew we ww oe ee oe ee eee 


DALE PRECISION POWER RES. 
100 WATT 1400 ohms 1%; 
1 lbs., 


Se dkoxt. Oy 
250 WATT 43 


> Fue QD Gey ame > i ab We Lay cd ie 
10K225 W KOOLOHM 3x3/4 $s. 40 
3K 25 W 1% Silicohm, $.75 
51K ohms 2 W 0.1%, S&S. 


dia, 


10 Watt 1%, 
$1.25 ea 


ohms 1%; 
2.35 (RH-250), 


2 lbs, 


10 Megohm 2 Watt 1%, 


$1.50 
5%, » 4x, $l. 
PRECISION RESISTORS 


705%, 


$2.50 


S$. 40 


4.5xF 


$i. 


60 ea 
$.65 


SLIDER SO W SOO ohn, 


228 W 1.8A, 


19 


oak bs Gs 
220W BON SLIDER 10.3x1.3 $2 
SLIDER VARIABLE Wi RESISTOR 
15 ohm 35 watt, 10%, Sh, 00 

10 ohm 75 watt Ohmite - § 50 


$2.50 
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TRANSFORMERS ListeD -D BELOW H 1A 
60 HZ PRIMARIES UNLESS OTHER 


SS OOO Wao 
Sst So A 


115 VAC 60 Hz 
5000 VCT 325 
7 KV rms test 
80#. | 
$45. 


HIGH VOLTAGE TRANSFORMERS 

S} ZE WT- STOCK PRICE 
~6A 22x4x2h: STOCK dons $3.95 
#A3499 $5.95 


5.95 


Pris 
Sec: 
ma, 
Pe DRO FOROS ae 
#T402/AM2353, 


PR 7 
[iv 6ouz sev OWA "3/6. 3 
105/115/125 780 VCT 65 ma SexSaxd¢ ao 
200/225/250 60 Hz 6.5 VOT 4A, 5 V 

60 350 ctf 26 MA 26xdtx3 4 * 76762 


5/ S504 


Sec: 18 V 5. 4 A, 26 V 
1 A, 6 V 900 ma, 25 V 
500 ma, 35-10-0-10-35 
V5 A. 44x4$x4, 16 1b 

#401-21 unused 8.95 


Pri: 115/230 VAC 
50-60 Hz 
Sec: (12 V14 A. 
by wiring 12 V 
secondaries in 
parallel) or 
Le Veo Ape 
Sie A leur ig 
amps; also 44 V 
2.5 amps. | 
55x43x49; 22 lbs 
#P-601719, $7.95 


#T1/620 $7.95 Pri:115v50/60hz 
Sec:1860vct © 
130 ma. 1500 wv 
5$x45x45; 18 1b 


SMB202~909 $15 


620 VCT 140 ma 4/1x5x4.9 14# 
5 V 3 amp, 6.3 V 6 .amp 
375 VCT 90 ma 5x4.3x3.8 10# #1RKOSYY/141 $9. 


two 2:5.V.10 A, 5 V¥ 2A, 5653) VET 204 


780 VCT 180 ma 3.6x4.6x3.5 9# #T44925 
5) V 2 amp, 6.3 V2 A 


60 


60 


Sec: 250 V tapped 50 
V 120 ma, 4 KV test. 
4x64x3s, 9 lbs sh. 

#BP-18587 used $6.95 


Sec: 50 vet 560 ma 40 
vet 450 ma 2yx2ix2; 2 
los. #401-6 $3.00 


Sec: 450 vet 250 ma. 
40 vet | a. 2/6vJ A. 

SIZE: 3Exdex4s; 9 Les. 

URC#702-704- 06 $6.95 


$8.95 


#PB144/510 $8.95 
6.2V9A 


289 VY 200 ma 14# 
207 V 125 ma, ae P A; 
6.3 V 3 amps 
3. 3x5x3.5,° 10 lbs 
#T1/CYS42, $8.95_ 
120 VAC 60 Hz 
: 2000 VAC 125 
400 VCT 25 ma 
6.3 V 1.2 amp, 26 
VY 400 ma. 3.5x4.3 
*x3.3, 6 lbs sh. 
#T101/CP95, $5.95 


4.5x3. 3x3 #PSC-70 $6.95 
VCT 3 amp 
3.7x5.3x4.1 8# 


VCT 3.5 A 


670 VCT 70 ma 6# 
5 V 2 amp, 6.3 
soo VCT 105 ma 


5S V 2 amp, 6.3 


#PCR-105, $8. 


Sec: 30° vor 201 
45 vet 100 ua/2. 


SIZE32 cof? 
URCEST 50}- 


1000 VCT 220 ma 5Sx4gx4 20 #T1/610 $10.95 


2.5. VCTS A, 5 VCT 3 A (1750 V insul) 


) 6.4/1 3/6.45.3a 24x3x2 | 645-0612 | 2.25 
280 VCT 75 ma 4.5x3.8x4.6 144% #8767 $6.95 
12.5 V tapped 1.5 V 1.2 amp, 5 VCT 3 A 


15/60nz 360vTaes/7/332/346v.125ma 228v.015 
6.6vcT 4.24 Ax5x3h; 12.88.#7489394 $3.95 


610 VCT S50 ma 3.1x4x2. 8, S# #803901, $5.95 
5 V-2- amp, 6,3 V°2.3 'A,46.9) Voss 

600 VCT 200 ma 4.5x5.3x3.5 10# #T103/C2924 S58. 
6..4.,V 2. 85/anp,> oe V92canp 

342 VCT 350 ma 3.5x4. 8x4.1 11# 
300 VYCT 1.15 A intermittent 
1000 VCT 250 ma 8x8x6 23# 
400 VCT 30 ma, 6.37VCT 16,5 "A, 
S00: VCTy-1O may 2ISxdx2o35 sie 
6.3. V0. 6A) 06.30 Ne 2k 


600 VCT 40 ma 2. 
6. 3 4 2.5 amp, 6. 
O¢ is Le 


YVCT 


115 


28 Vv. 
WITH CAPACITOR 
pose es ne 
44x54x74; 20 Les. 
GE- ST9I Mora 


120 
115 


Pri: 230 VAC 60 Hz 
Sec: 375 VCT SO ma, 
643 Vio 2a 2 oxkaxese 
3#. #8316527, $2.50 


60 


Pri: 2/115 VAC 
Sec: 2/6.4 bee 
4¢x3¢x33, 
pati Bele, 


115 Vac 
60 Hz 
primaries 
Unused 


115 VAC 60 
Hz primary; 
wire leads 
Removed f/ 
Sun power 
supplies: 
SUN #700- . 
91432, 14 
VCT 7.5.4 
two 80 VCT 2.5 A,’ a0 
VG ln 2 iAy (90) VOT. 2 
7 NRG OF ath A IM hs ES ae | 
6.3 Vez As a4usxs. & 
15,, 13 1bs.. $7.50 
#778392, 36 VCT 4 
LOVE Sk, OV ie 
19 V2 A; 4x5.3 
.8, 16 lbs. 87.95 


48 vcT 26 A 


REGULATING TRANSFORMER 
Pris 105-125 V 60: He 
Sec: 48 VCT 25 amp 
W/capacitor. 7.5x7x6, 
SO#. GE#ITILY149, $22. 


115 60 


115/230 


2/20 Vv. 370A 
pomsees: aura Riki: By 3 
amp, 19 V 2.5 A, 
10 V4 A; Sx4x3¢, | GE-2T91A4069 


He tio bh. 4.9 REQ. VENTILATION 
10 ee sit hg 52x6x74; 23 Les. 


115.-.60 #PL-T216 $10. 
#T1/CV157, 
65 3+¥) 20 


#PHC-10, $3.95 


105-125/ $14. 
210-250 


Lis. 60 


#PT-09: 48 VCT 2. 5 
emps; 3$x35x3, 6 
0 ma lbs sh. $5. 95 


Sd 


Sec: 125 Vt 


40 


45S 


ma 


ma 


p/o VHF Xmitter: 
Pri: 9000 ohms CT 
Sec: 7000 ohms, 
85 ma 20 watts. 
3.5x4.8x3, 8 lbs. 
#AF/TS93, $7.95 


220..VET 


HSR-448: 
amps; 


3.1bs. 
$39.50 
Hf TRA-1577: 15 VCT 3 


amp, 5V 1A. 2x3 
mt 4 lbs. $3.95 
ff EMC~ 56; 50 VCT 3A 
3ix3ix3£, 8 lbs. 
33. 95 ea: 10/$54. 


26 VOT 2 
aie aise ei ew 


Used $4.95 


; amp 


600 VCT 150.ma 10. #MEB1281 ¢5.95 
S00 VET ma, v4 F amp 
2000 VCT S00 ma -7x5.5x5S 32# 
(1500 WV, 700 ma intermittent) 

500 VCT SO ma 4.2x3.5x3 8 #T1/T6-34 
P| ee “ 


100 
#S-P244 
115/230 50 $6.95 
MODULATION TRANS- 
FORMER from HF 
ART-13 transmit- 
ter; 50 W rating. 
Pri: 15000 ohms 
Sec: 7300 ohms, 

4 KV test. 4.3x 
3.3x2.8, 4 lbs. 
#677N252, $4.95 


sO yCT! 


LOW VOLTAGE TRANSFORMERS 

HZ SECONDARY SIZE. WT STOCK # PRICE 100,115 y 
60Hz 6v/ta 45vcT/.5a 3x22x2% 2L8 #1461312 $2.95 
three 2.5 V5 A 6x7x4.5 13% #U8370 $8. 
2.5 V 15 A, 3 KV test 


PRI: 
PRI SECS 
11 5v 
220/440 60 


DC to AC CONVERTER 
_Saturable 
‘transform— 
er design-— 
ed to pro- 
duce 24 ¥ 
: i amp 60 

Hz from 13.6 VDC input 
in a simple transistor 
oscillator circuit. 

Feedback windings reg- 


$1z&:3% 
#99928 


i: 6000 ohm 
: 6000 ohm 20 
watts HF; 200- 
SOOO Hz. 3.5x 
3 D#Z 0 \ Fo h4.) Lm 
#677N201, 


Pri: 220 val 60HZ 
Sec: 10 VC 75A. 
Kequires 6 mfd 

capacitor 660 AC 
62x42x53; 2 lbs. 
#NEO114781 $18.95 


60 12 to 29.7 V 3.5x4x4.2 11% Stancor RT-206 $12. 
(24/11.5 VDC 6/t2 amp choke input) 
Two 2.5 V 6 A 3.6x4.5x3.2 8# #FIL-T216 $8.95 


12.6 VCT 6 amp 


S VCT 14.5 A 3.6xS.5x4.3 11# 
26.5 VCT 500 ma, 6.3 VCT 2.5 amp 


60 


60 #T1i/T368 $10. 


Sec: 160 V 1 


, 60hz 2.5vcte 
Svet & 3a 


115 


60 


60 24 VCT 50 VA 


6.5 VCT 1l A, 
6.5 VOT 6. 


115 50-400 sféh 


115 


LS 


117 


24y @ .85.A 
215 V 60 Hz "O05" ver [0 A.; 


50/60 


60 


60 


,*? 


51.9 
5 a 


4.3: VCT fe 


3) v@3.27a, 
-51A,23ve 


AUTOTRANS 
FORMER, 
UTC #R-44 
220/240 V 
to 110/ 
120 V 50/ 


60 Ez 250W on box 


w/4-breakers, 


Te6=- 


lay, flange mount. 


O/a 6§x10x48, 


$9. 


generar ~646-3943 


44x3$x3s 9 THER-8708 43.95 


4§x6x3i 16 #FT2550 $8.95 
2A, 5.2 VOT 4.4 A, 6.5°5V 7.68 


2$x3x2 3 #BEL1269001 $5.50 
4x4éx4 14 853-6026 $4.50 


RD.4x2% 6 869-2849 $4.95 


(10 KV) 3x5,.3x3.3 6# #T2/610 S6. 


ieef 
aA 
-O A 
A 


Ae, 3bx43x4¢ 10 5950-9195 $3.95 
A. 


4gx38x3e, 12, $2253 $2.95 


» 115 VAC 

60 Hz 

primary 

2240 V 

Cf 245 
MA 3940 

WV sec. 

7.5x5x6.3; 35 lbs. 


#SMB202-907, $20. 


36 7¥ > 75 As 
5éx5éx7t; 28 ces.| #smB-202912, 448 V 
i Of 20 ma; 3x3hx2 


3 lbs. Used $2.50 


Pris 105-120 VAC 
Sec: 
6.3 V3 amp, SV 


2A. 4.1x3.5x4.6; 
10 lbs. 


unused, $6.95 


FOR RA-62 RECTIF. 


USED TO POWER 


SCR-522 REc-TRANS PRI: 


Prt:110/220 voit 
40-60 cYcLe 
Sec: DC voLTaGes 
300 @ 230 mA 
otaey50 @n'3" 
3.4 @3.9 A. 
OS x8; 30 Las. 
3A0- 296-862- 192 
Price: $7.9 


Pri: 115 V 60 Hz 
Sec: 
6.3 V 700 ma; 2x 
2.5x1.6, 2 lbs sh 


#26R32, NEW, $3. 


600 VCT 8O ma 


#193-8636, 


117 V 20 ma, . 


ARC-38 MODULATION 
Pri: SS500f 235 ma 
or 2000 300 ma 
Sec: 200. 20 ma 

90 watt max. 3.1x 
3.5x2.9, 4 lbs sh 
#677-0923, $7.95 _ 


| ATT 
MODULATION 
TRANSFORMER 
7500 oHM CT 
30,000 " 


Se0+3000 OHM 
35 200 MADC 
600 cr. | W 
RMS TEST 
1,;2,3 900 v. 
OTHERS 2500 v 
Ree oe 
x44x LBE 
136 -646-3092. 
oe $4.95 


T-368 MODULATION 
Pri: 20000 ohm CT 
Sec: 9100S. 275 ma 
250 W; used with 
two 4-125’s. 6x 
5.3x4.6, 28 lbs. 
#T5/368, $17.50 


ulate frequency to 60 
Hz; would work well at 
'400 Hz using S555 IC te 
drive transistors. W/ 
schematic. 2.5x2.8x2.5 
2 lbs. #23-239,. $3.95 


2/20 V 5 A 


TORROIDAL-type, 4.5" 
dia X 1.6“H; 115 VAC™ 
60 Hz primary. Sec: 

2/20 ¥ 5 amps: 4 lbs 


#4345-P1S2 NEW $10.95 


intel 


Sec: 26.8 vet 1 A. 23x 
2x2%, 2 1b. #401-17 33 


Sec: 24 VCT 3.5 A, 40 
VCT S7S ma, 105 V 
350 ma, 9O V 150 ma. 

4.5x3.8x3.3, 8 lbs sh 


#KAL-2334, NEW, $5.95 


Pris 
Sec: 

amp; 
ibs. 


Dual 64 VCT 2.2 
S.8x4.6x5, 15 


115/230 V 66 Hz 


‘Unused gi. $12. | 


2-1/8x25x04, 41 
resbo-ete-867e) 


URC#205A672 
a 


i. 


OR ‘audio NEW: 
pri Soo- 


2# S4. 


, pri 70.7 V 


ne 156/312/625/ 
50 ohm; sec 8 


ars uTC 
$4, 


TUBE CHECKER 
TRANSFORMER 
Sd ned, ox4 OF 


Mf 223 $6)3.88 


PRi: 26/1 15/280 V 
HZ. 
SEc: % v. 8 AMPS 
Two 230v WINDINGS 
To suppLy 370 VDC 
600 mA. 

5x5x5* 22 1.68, 
229613.514 $7.95 


115 V 60 Hz 
5 6.0°NCT: 2.5 
2. 5x4. 8x2.5 


4#. #T7/368, $4. 


“ALL PRIMARIES 
115 vort 60 cycLe 


ae Le @ 500 ma. 
x 02. 
URcyts Teas $225 
Sec: 6. 


13£13x13; ; 
8E16073-001 $1.50 


Sec: 6.3 VCT 2 amp 
24xex18, dibs 
Stancor P-2945 $3. 


feiss: ve 
x13; 


Seo; 6.3 VCT1.5 a 
2x2ixe, 1 1b sh. 
Pees NEW $1.95 


Seo: 12 V 2 amps 
2x2ix1 1 1b sh. 
#37-7622 NEW $2.25 


AUDIO BANDPASS 
2320 Hz peak, 1285- 
4200 Hz Bané Width: 
Pri 600/250 ohms 
Sec; 120000 ohms 
eixeixe, 4 lbs sh. 
#3Z1892-19, $4.95 


MIC TRANSFORMER 
Fri: 50 ohms 30 ma 
Sec: 500 ohms ae 
to 1900 Hz. 14x1 
x13, 1 1bs sh. 
#1204/PP-115 es 


#FLY- B00402K, $1.95; 


ALL SHIMARTES TAOS 110, ye 
120/125 votts 60 Ach 


33x53x 2 
Geo T38y | $6 $4. 95 


V Se5A, 2.5 KV test 


S4x3dx3° #7629805 $6.) 


TRA WN PS ergs ary 
#54-995, $4, 


6, VOT 12,6. 4, 
#T3/610I,, 


3.5x4.5 
used, 


3.56.37 VCT; 20-43) 3. 8x4.5 
Stancor #P6309, $12 


Sec: 6.4e3.1a/6.302.5a/6.3 


@.45a/6. 2 +30a/2- 5,002 amp. 


+ 6.3° VCT::3 A, 
test; 3.7x4.5x3. 1, 
sh. UTC #S-SS, NEW, 


1500 V 
5S lbs 


2.5 VCT 10 A 2500 V 
Za dh ead ag.) 5 
$4.95 


Sec: 
insulation; 
lbs. Stancor #P3024, 


12.5 V 2 amp, 
2 vi 4nc3ixee, 13. lbs sh. 
#773605, unused, $6.96 


: 6.5 vot © 3.4a/6.5vet 
@ 13.7a/5.2v & 6.3a/5.2v uv 
2.la. 45x35¢xX6; 15 lbs. 
TRC-SMB=-202910 $6.95 


-5-- VOT, 6A, '-6. Ou VOT (S+A 
(3 KV insulation); 3.3x4.5x 
3.8, 6#. UTC #S- ers 


S VCT S amp; 
#229625, 


Sec: 
4 lbs sh. $3.95 

“6.3 VCT 0.6 A, 1.5x1.8 
1#. Stncr#P6465 $1.50 


Sec: 
x13. 


_FLYBACK TRANS-— 
FORMER, 5 V 
input yields 
300 V 80 KHz 
output; use in 

Had bug zapper etc 
3/5. 


Pri: 220 VAC 60 Hz. 
S VCT 3 A, S VCT 6A. 
10#. Kenyon #T355-220, 


MODULATION 


Pri: 8000 .nebd 250 ma; sec 
2800fLct 300 ma. 200 Hz- 

20 Khz 120 watts. 8x4gx4@ 
30 lbs. #T201/MD-141, $12. 


4x4x3 


Pri; 21000N. ct; sec 8000J_ 
ct 250 ma, 150-3000 Hz 250 
W7 KV test. 74x4$x4, 28 
lbs sh, #229633/610, $15. 


PLATE TO PLATE, pri 15800f. 
4500n 900 ma; sec 7500 +L 

535 ma, 400-3000 Hz. 11x8% 
x10% 110 lbs. 568-4831 336 


STEP-UP/STEP-DOWN XFORMER 
Pri: 115 VAC 60 Hz 

Sec: 208/220 V 150 W 4.5x 
3.5x3.8, 8#. #SU-SD150 $8. 


ISOLATION, pri 115/230 V 


HIGH VOLTAGE 


PRAM AE OGMERS 


DC POWER SUPPLY 
PRI: 115v 60 cy 
SEC: -8000 Ve ko 


115/230 VAC 60 Hz 
: 980 VCT 250 ma, S VCT 
2A, 63 V 5 A; 6x4. 8x4, 
12 lbs sh. #T1/T593, $12. 
Pri: tap 100-150/190-250 V 
Sec: 820 V 290 ma, 85 V 299 
ma; 4x4.5x4.9, 14 lbs sh. 
#AL-21106, used, $11.95 


Pri: 115 VAC 60 Hz Pesar 
SEC: nts VCT 250 


ees 


15 ees. 
#S8S-S-P243 , 


$7.95 


Sec; 520 vct @ 90 ma. 
6.3v/14 a. an SveT 4a. 
$1ZE:48x5ex3h;s wt: 7 LBs. 
#7BIRXO3LB FGC-29. $5.95 
820 VCT 120 ma, SV 3 


6.3 V3 A; 4.5x5Sx4. 8, 
#T1/SG71, used, $8.95 


Sec: 
amp, 
12#. 


115/118/121/124 VAC 

Sec: 42 VCT 2.5 amp, 2 VCT 
12 amp; 6.3x5.8x4.8, 14 
lbs sh. #253-2593, $8.95 


IGNITION TRANSFORMER 
Pri: 115 VAC 60 Hz 
Sec: 7000 V 5.75 ma 
4x5x4z, 6&" mtg; 10 1d 
#9T63Y 30684 used $8, 


Pri: 115/230 V 60 Hz 
Sec: 920 VCT 100 ma 
me 4/6.3 V 8 amps, 5 V 

P6 a, 5 V 2 amps 
i 5x5x6, 20 lbs sh. 
Paeco #910-96R $12. 


Sec 2500 V 5 ma, 
Basher Say Kea Oma, 
1b sh. #26R29U, used, $7.95 


1SQLATION 


Pris 


_DUAL PRIMARY, each 100/ 
110/120 VAC 60 Hz; oan be 
wired for 200/220/240 V 
input. Secondary 120 ¥ 
1.1 emp tapped 100 V1 A; 
8V2A -0-8 V1 A; and 
16 V1.5 A -0-16 Vl a, 
Mounted on board w/AC soc 
ket, fused secondaries, 
diagram, Kformer 53x4$x4, 
20 lbs sh. #973515, NEW: 


Prez 
Sec: 


need for two full range 


115 VAC 50-60 Hz 
6336 VCT SOO ma, 


STK 
Rice: $1.50 


Sec: 115 V 75 ma, 2.5 V SA, 
6.3 
ree LoS A; SAEY sonia ay 


by Sola, input 
ES MS aNSVRE CG" te 4£x7x6, 12 lbs. BP18585 $8. 


Output: 25-27 VDC 
3.5 amps. 5x3.8 
x4.8, 12 lbs sh. 
#22662, used, $6. 


Sec: 880 VCT 300 ma, 715 
WV. 4.5x4.9x4, 16 lbs sh. 
#T3/T368, used, $12.00 


VERSATILE MULTI-OUTPUT TRANS- 
FORMERS. from DC power supplies. 
Each have primaries 100/110/120 
F VAC 60 Hz; secondaries 26-9-3- 
0.9 V (38.9 V total) @ same cur- 

rent and 150 VCT 200 ma winding. 

#021/022-0050, 4 amp output w/4 

* diodes; 2.6x3.8x3.5, S#, $7.50 
#023-O0SO0C, 7 amps out, 3.5x4.3x3.5, 8#, $12 
#2002335C, 36 amp out; 5.3x6.4x4.5, 22#, $36 
#ACDC-30453, pri 115 VAC 60 Hz; sec 21.5, 

11, 5S V «36.5 V total) @ 22 amps, 75 VCT 
200 ma. 5.3x5Sx4.5, 17 lbs sh. $24.00 


TRANSFORMERS 


COMMERCIAL GRADE TRANSFORMERS 

suitable for constructing DC 

regulated power supplies oer 
ether. All 115 VAC 60 Hz pri- 

maries; | end eel style ¥ with arits leads. (NEW: 


#757- Sosa a eee pl om coe en en psy 
230 V pri; 3.8x4x3.1, S#. $5. 
44 VYCT 3.5 amp, 30 VCT 1.2 A, 
9V 1A; 4x3$x3t, 7 lbs. $5. 
46 vcr 3. e amps, 7.5 V 2 A; 
4x3$x33, 6 lbs sh. $5.95 
48 VCT 3.75 emps, 48 VCT 1 A; 
44x3hx34, 8 lbs sh. $5.85 
50 VCT 2 amps, 6 V 2 A; 
32x3$x3, 5 lbs sh. 


#TS-465, 
#701-221, 
#TA-600, 
#701-129, 


#701-203, 


#701-205, 
#701-206, 


55 VOT 4.5 amps, 7 V2 A; 

4x4x3$, 10 lbs sh. $7.95 
2/55 VOT 4 A; 4$x4$x4 16 1b. $9.95 
115/230 VAC primary, secend twe 
55 VCT 3 A; 4$x4$x34, 10 1b. $9.50 


115 v 200 ma, 6. 3 
V 6.25 A; 24x34x3 
5 lbs eh., 095 
#435-2054, 435 V 
370 ma; 24x33x3% 
} 8 lbs sh, $7.95 
#1000- 2054, 869/ 
9530/1000 ¥ 300 
Ma; 3$x4¢x4d, 14 
lbs sh., $11.95 


ELECTRO-VOICE FILTER EVEXS 
is an audio frequency fil- 
ter which connects two aud: 
io amps to two speaker 
systems. Bass frequencies 
below 300 Hz are passed to 
one side of the system and 
higher frequencies are 
passed without change to 
both systems. Eliminates 


Pri: 115 V 60 Hz 
900 VCT 160 
3; 44x5x38, 8 


systems. 5¢x49x54, 8 lbs. #74618 $7.95 


Unused, original-boxed %4. 


W/water damaged case $2.50 115 V 60 Hz 


900 VCT 84 
3; SxdBx48, 12 
#746-7167 $4 


500 MA 


secondary; 
pri 115 V 60 Hz 


7500 V insulation; 

10.5x10.5x9, 90 lbs 
sh. #T9/T368, used, $85.00 

>- + en Os) Ae > > od > OB, x <H + a 
ee NA SS Me, 4. SV SA 
from 115 VAC 40 Hz pri; replacement 
xformer for DRAKE transceiver. 7.8x 
3.3x3, 7 lbs. #17-61914, NEW, $8.95 


5 
4800 VCT ge pie 


ATS ™ Alhuiepst 
ma 7500 

115/230 VAC 60 Hz primery. 94x 
104x83. 110 1bs. #2Z9621/610. $65.00 


60 Hz; sec 105 VAC 1 amp 
2.2x2.6x2, 3#. #A762101, 
NEW, $6.95 ea; 2 for $12. 


S7Q VA ISOLATION 
t ee Pris 100/120/ 
220/240/260 V 
Secs 70-35-20- 
20 volt. Use 
secondaries in 
a eer) series for 105 
-110- 125: V 3 amp load, 5A 
intermittent. 5.3x4.4x4.5, 
17#. #BE16141, NEW $16.95 


Pri: 500 ohms CT 
Sec: 500 ohms CT, 
600-12000 Hz; 23x2 | 
x2t, 2 lbs sh wt. 
#T203/PP-115 ac 00 


P/o BC-610E; 12x 
11x10, 115 lbs. 
#2Z9612, $67.50 


Pri: }15v 50-I33cy 
Sec:20 voLT LOAD 
oR 12.5v @ 2 amps 
MOUNTED ON 4" RD, 
ELECT. BOX COVER 


aE Fe 2 LBs. 
#FR-24960 $1.25 


PLUG-IN cae a 
Pri: Il5v 6 

See: 24v obun” 
23x2x2+ Oe, 

BE #8002 $1.50 


‘Sec: 20000 ohms or 
| 150-3000 Hz 0.4 
‘158/ex2-3/ex1-5/8, 


7/8 a4 
{2 dia, 1 lib. ‘#socise, $5. 


535, $3.50 | 


~ovege PRIs 115/230 vout: 
Pelee Sec: 54.4vcT 2.54 
ee 37.5vcT 7.8A 


64x5$x44; 20 Les. 
et Scott TY4RX020A 
a $12.95 


10 HY 250 ma 850 ohm, 4x 
3. 4x5,:3," 12#.) #kL1/T593,. 37. 


6 HY 250 MA 105 ohms 2 KV-T] & | 


om Oe ww oe He mm eee ee ee reer ee 


10 HY 75 ma 268 ohms; 4x2& 
x2i; 3 lbs. #CS13886, $3. 


4.3x3.5x3, 8#. #L123/610 $4 


19 HY 105 ma 170 ohms; Se 
4.3x3, 4%. CRV20390, $5.00 


4 HY 3650 ma 25 ‘omm™- TSOP ict arise oii On. aoe teal a rrearo) . oa om SOLID-STATE POWER 
62x5x4i 20 1b GE7485547 #9 + He Sa Le se Ee nL papi: eatin ae 
Spcpnedeet we as ate DAVIS DINMER | ma +0.05% with 
fee satan eto i ohxenxt; Sune TOSSES | Saher 
sie ages aia htt: ect Bac 6004 $2bs60 Input 230 VAC 60 | 4 o.4,4.7, 5 lbs. 
Hz 1 $; five 9 aCe ZOS. NEW SoC 
slide adjust 0-48 


2 HY 100 ma 100 ohms 2 KV Ae SEE NEW #20. 
; 2 “s * £hF° S195 298 

test; exléxl§ #756379 $2.00 V outputs, 20 amp 

max-total. Used 


as stagelight 
control. 10x10x7, 


Pri: 115 V 60 E 
Sec: 500 VCT 1¢ 


3S PHASE DELTA 
60 hz 400 wv 
nominal 208 v 
Sphase 

1940 wv 

1370 v rms 52 


TELEPHONE REPEAT-— 
IG COILS,1:1 for 


10 HY 150 ma 150 ohm SOOWV 
3.3x3.4x4, S#. #L3-AM20 $5 


DUAL CHOKE, 2.5_ 


TS ee een ere 5 ><, Te ears Oe 4x4x54 wT 8 600 ohm circuit; 

4 HY 250 MA 60 ohm 3 KV i et ma rms per leg} 90 lbs sh. HY 500 30 ohm 
2. 8x3. 5x3. 5, ae. Icciais’ es FSCSOTF- | 5x5.x44;18 1b | #GR-3-048 $359.95 Sleep ice 240 Vree 280 Hz 
oo ae -- - == $1.75 686-6856 $25 je & 2.5 Hy 400 ma 


i HY 550 MA 40 ohms $4.95 35 ohm, 25 Vrms 


sited he ges #D162194G, 2-wind- 


3hx42xh; 7 1b Paeco 911-39 | HAIGH CURRENT CHOKES ISOLATION TR ine 400% 9 chma}|. 120 Rename 
S Hy S00 ma: SSeS piecobtccd sels gag mays PR 63 Ay, Z.1x5xi.7 2# $4.50) x3.3, 15 lbs sh. 
5 Hy 500 ma ZO ohm, S36 WV 0.49 ohms DC resistance, UTC MULTI-CHOKE, 2 vindings it ay B10) * ee £4 Ke te «| #6452, used SE. 
4.3x5.2x4.5, 15%. #8600, $5 4ex3ix4i, 15 lbs. $9.95 eae sels sg ae BO/E0 cy | on 
Bears ea oat er ee #6221188, 4 mHY 8.7 amps; |S mH 1.5 A, 2.2 mH 7.5 A, e EC: Aine 3) 8 HOLT GHORI Oc OBES ice ae 

4 BY 400 ma 70 0.083 ohms DC resistance, |1.6 mH 15 A @ 0.03 DCR. | 23/ 96/200/203 ae res Spans 10, Spare 


Parallel: 2.25 mH 1.5 A, 
1.25 wH.3)°A, (0.55: mH i5 A, 


0.4 mH 30 A @ 0.0075. DCR. 

tixdbxd, 12 lbs. 97.98" 3.5x4.8x3, 8#. #H-171, $9. 
#WELOSOA, 6 mHY 15 A; 0.1] |pra: 115 VAC. RS, SWINGING CHOKE, 10/25 HY 

otis DC Bade Sceledetybas tance eames a 125/15 ma. 43x34x4%, 6 lbs. 


Sec: 420-175-0-175-420 V 
5x44¢x4q, 15 lbs. $8.95 60 ma, 6.3V 9 A, 2/6.3 9 #TFLRXO4LB/FGC-29, $5.95 


] 600 ma. 4.5x4.1x4.5, 15 
#WELO60A, 2 mHY 15 A; 0.14 Jibs sh. #22Z9619-135, $6.95 
ohms DC res. Sealed-type. 


pipe cl mole ee Peake VARIABLE TRANSFORMERS 
3£x4ix32, 8 lbs. $5.95 
py Pri: 115/230 Vac 
g Sec: 650 VCT 70 
ma, 6.5 V 3.8 A. 


3hx42x3, 7 lbs sh 
#4626/7TS1060 $6. 


4x25x28, 4 lds. $4.95 
#WESSOA, 60 mMHY 7.5 amps; 


= obms 450 Vrms; 
B S¢x5<xd, 6 lbs. 
me FSMD-422-745 $4. 


4& "BY 500 ma 70 ohms 1000 V- 
rms; 34x3§x3 #SMD422768 $4. 


1 HY 700 ma 11 ohms 1K WV 
Shx3x33, 9 lds. 1101/141 $3 
2 HY 700 ma 23 ohms 1K WV; 
53x3x3%, 9 lbs, L201/141 $4 
10 HY 400 MA 55 ohm 700 WV, 
5x5.3x4, 17#. #SMB203042 $8 


3zx4x28, 4 1bs sh. 
#3C575Z7-5 $3.00 


Spadina, 40 Les. #L301/141, 


229619-6 $14.95 


DUAL CHOKE, 30 Hy 25 ma 
1350 & 5 By 135 ma.150 ; 
aixox2t, 3 1d. #6663, 


KNOBS FOR VARIACS 
2-3/8" dia. fits 
3/8" shft. W/ptr. 
Luxitrol, $1.50 


#WE241C, 2.5 mHY 25 A; .25 
ohms DC res. Sealed~type. 
33x44x3, 7 lbs. $7.95 


120 VAC 60 HZ in; 
9-120 VAC output 
Used-checked; 
knobs and dials 
included: 


20 Hy 16 ma 810 ohms; 3.2x WE PSY Wiriainge rig - 

57> 50.5 > 29° a amp 4 pi 

2.2x2, 2%. SMB202914 $2.75. SWINGING NEW 328.95 | 4" dia WHEEL with 

Re fo tm Fa ee ie See EHOKE pointer for 11/16" dia 

7 Hy 140 ma; 2.8x3.5x2.6, : pet en Gis: shaft. #KNOB-25 used $3.00 

4 libs. GE#B0G116, $2.50 2.5/12.5 HY S amp $24. 20 amp S65.0) 50h 22. ee ee bie: Pe 
; 200/20 MA ae 

40 amp $145.00 
"pdm ate euaaebnecey went ei mea 2.5x3x1.9 3# POWERSTAT TYPE 21 VARI- eh Silas lle CE tama DIAL PLATES aoe 
6 HY 150 MA 100 ohms 2 KV #L601/390A, ABLE TRANSFORMER, 120 240 VAC input; 0-240 V out 4" dia 0-100 scale; 7/8 ‘ 


2.9x2, 3#. #L603/390A $3.50 
150 MA AVAELABLE VARIOUS 
HY TELL US YOUR NEED. 


dia ctr hole. Takes three” 


2 amp $16. 
screws; #BP8087, $1.00 
QUANTITIES LIMITED. Write |). ) 22a) bee ee 


your needs; stock changes!] 19" gia 0-100 scale; 1 

SMa AT fe A wlohe Ogee ec aa ba gay dia ctr hole. Takes four — 
12 VOLT 60 HZ input, 0-3.5 : #BP6 % 
V 2 ‘abps outs #52066, $3." | ooo SS, #2 5a 


TRL TY Fol ea wea Se pe) POWERSTAT. variable trans 
aE e eee a vac aoe, | formers.120 VAG sagstgme 
@ 5 AMPS FROM yao ee input; output 0-120 VAC 1 
HZ INPUT,.#7486, - amps. 7x6.2x3.3, 9 1bs sh. 


wa--- +--+ ----------- -------- #6a— ; ys 
VARIAC M20BB 120 VOLT 350 GA-S0650b s) US tas Sa 


Used, $4. VAC 50/60 Hz input; out- 
put 0-140 VAC 4.5 amps 
0.63 KVA. 3.8x4.3x3.5, 5 


lbs sh. NEW, w/knob & dial, $28.95 


} LUXITROL D2S500H 0-120 VAC 
3 HY 350 MA 30° 2K PV; Sax 


Peat chnA P 20 amp 2500 W; easy-to- 
4bx22, 6 1b. 1-225/PP115 #5 use vertical mount style. 


200 ma 90 V1 KVRMS | 7) | 552 soo. With knob but no dial 
i ap 4 iba #7629828 $3 1 hy 255 ma Daas "= plate. 9.3x10.6x4, .10 lbs 
‘ ; mer - sh wt. Used, $64.00 
x x 4a) OZ * > > + > a + > +> > + 
iz mHY 1A | Zoyae*h 
fea See ea corey Pele: #O146 2.00 LUXITROL D6000H 0-120 VAC 5 
and 4 mf capacitors; awitch| _... .... SO A 6000 W; vertical mtg 20 AMP. MOTORIZED 115V400 SCREWS. #BP653, $2.50 Ea 
5 5 He, on | 34 HY 35 MA with knob & dial, 35#. Used, $180 $130. 9598008947734 NEW: $66.00 a 
selects 50 or 60 Hz opera 360 Shas See 
feet pase mes paogpentipd Mah: POWERSTAT 136-3, three 20 
iz & : * | #L1/1193 $3.50 amp 0-140 VAC variables 


6.7 Hy 215 me 
2100 Y test; 
4x6.51%3.3, OF 
#UX6911, $5. 


TR-238 400 Hz age 
LINE REGULA- { 


RI: 6 aaa anged for 60 amp max out- | TOR, input 
vite i ee say mater ied 5.5 HY 325 MA CN-1091/GSQ@-76 LINE mi 70 lbs. eee, $175.00 | 100-130 VAC 
x43 10’ lbs. #HA131P $8. 95 4500 V test REGULATOR, input 115 @euy = Nee | 400 Hz; output 
bold . * 5. 3x4. 14.6, VAC 47-63 Hz with Powerstat, 115v 400/800Hz 115 VAC -5 V 
15#, #L1/AM- output. 115 VAC 60 Powers 02130v sf 400 Hz 7.5 KV. Uses 13 amp 
E 0, 000 VOLT 2353, $6.00 amps. Has 2.5" dia 75 AMPS variable transformer and yt 
auton Ye meter an 0.975 KV Ae buck-boost transformer; — 
ncrease ad- 
AMP P/N 645821-3 JUST, eOLA HFG, 1x 3 5950-516- me te ite ak ae 
y 19x12.5, 225 lbs sh. Used, $195.00 508, New 5 * 3 


Secs |0,000vacjO0Oma 
5x5x4; [Ores. $20 


SCOPE .XFORMERS 


ACE HV POWER SUPPLY as on 


$19.95 


POWERSTAT #1156D-2P, O- 
using two 0-140 VAC SO amp variable trans- 
formers with T5587 parallel shunt. Input 120 
VAC 50/60 Hz; 160 lbs. Used-checked, $395.00 


PT OOS aS ete hk Ble Rw CO SP tite 6 ae) eile SS 


3.5 HY 500 MA 
10 


page 10; 3000 VDC 50 ua 30, tie 7150 POWERSTAT #1156D only, 0-140 VAC SO AMP SOLID-STATE LINE REGULA 
output from 115 Vac 60 Hz si 10 LB output; 80 lbs sh. Used-checked, $195.00 use to protect your valu- 
input. Includes 2/1B3 tubes TIGA I/ne6s s 4 able equipment from line 


variances and spikes. 
Input 96-132 VAC 
Hz; output 115 VAC +4 
0.75 to 3.5 amps. 
monic distortion 12% 
— total max; circuit 
5 Sieuker MIL-spec quality; 11x 
70 lbs sh. #102-5675, unused, $497.50 


6x7x2, 8 lbs sh wt. Unused. 
#ACE-HVS000, $5.95 2/210. 


Prt: 112/117/122v. 60 Hz. 
Sec: 228v 3 15 MA. 
se TAPPED 


SOLA REGULATORS 


SOLA #23-22-125, CVS harmonic 

neutralized hard-wire type. In- 

put 95-130 or 190-260 VAC; out- 
a ; put 120 VAC 250 VA 60 Hz; 9.6x 

7.5x 5.4, 32 lbs sh. Unused, $85. $75. 

SOLA #23-25-210, CVS-type similar to above 

1000 VA out; 17.9x6.5x9, 78 lbs. Used, $175. 


SOLA #63-13-114 PORTABLE 
LINE REGULATOR, best quali- . “=, 
ty CVS-type. Input 95-130 
VAC 60 Hz; output 120 VAC 
140 VA 60 Hz. Two outlets, 
On-Off, nts cord. 5.6x5S. id 


* * eK KK K 


11 HY 500 MA 
55 ohms, 10 KV 
test. 9x7x6; 
42 lbs sh wt. 
pe aialinait ewe See ae #5C0557N/610, 


HV OSCILLATOR TRANSFORMER | ,U8ed $12.00 
f/HP-160 & USM-1O5SA scopes; 
used with 50 Khz 6AQ5 os- 
cillator. Two HV windings 
approx 5000 V each. 22x2¢ 
x2¢, 2 1b. #3862 NEW $35. 


Page 14 


6.5x1i1, 


3-PHA 
for 1 


Hy 100 me. 
1.9%1.5%1.6 
1 lp. #SMD- 


422742 $2.25 


a 
‘ 


_ HY-GAIN MOBILE-COM ANTENNAS, new: 
| 760-SERIES antennas include 52" 
_ whip, 2.5"H spring base, 18’ 
RG-S8 coax cable, PL-259 con- 
_ mector, & UG-175 reducer; 5 lbs ; 
_ NEW, $9.95 ea: #761 (30-33 MHz) gw 
ie (36-42 MHz) #767 (33-36 MHz) 


bes : 280-SERIES mobile coil antenna w/ 
ey S2" 1g whip & 2" dia loading coils 
Rie #280 10 meters, 2-3/4"H coil $9.95 
| § #281 15 meters, 2-3/4"H coil $9.95 
“ar” 
eeRrERRRRE REE RAE RE R KKK KK 
3 FOOT MAST SECTIONS (left), painted cop- 
per-coated steel; sequentially screw into 
each other with 3/16" dia MS-49 top sec- 
tion smallest thru 5/8" dia MS—-54 largest. 
Sections self-supporting to 15’H; MS-5S3 
can fit into another MS-S3. 1 lb sh. May 
need paint. MS-49-50-51-S2-S3, used $1 ea. 
_ Unused $1.50 ea. 


_ CW-206 ROLL BAG for MS—-116-117-118 mast 
— sections; 40"Lx3"HxS"W, used, $4.00. 


AT-101/ 

GRC-9 

LONG- 

WIRE 

ANTENNA, 107.5 d 

ft #15 stranded-copper w/8 
insulators & jumpers to ad- 


just 4.3-12 MHz fre- 
quency ; 3 lbs. $8. 


AT-102, adds 2-4.3 
MHz to AT-101, $10. 
*AT-101-102 SET, $15. 
AS-1721/PRC-47 LONG- 
“WIRE ANTENNA, 45 ft 
vinyl-covered with 
insulators at 15” and 
2573; clips at insula-— 
\ tors adjust length. 
4 lbs sh. Used, $12. 


FIXED STATION BASE 

» for AT~271/PRC an-- 

» tenna; black phen 
Holic 33" dia base 
iw/silver-plated 
receptacle; BNC 
ection, and load coil 

- #CAN-100-7555 $4. 


(P-65 MAST BASE similar 
-© AB-15 below except 
x3" dia insulator; 


a 17"L; 4 lbs. $12. 


243 CORNER BRACKET f/ 
MP-48-57 and AB-15 bases. 
(Pictured w/AB-15 below.) 

} lbs sh. Used, $7.00 


AT-—339/PRC-6 

HOMING ANTENNA, 
78-S5.4 MHz 

range. Hand- 

held foldimsg 

loop; S-step 

output attenr- 

uator, 4° cord w/BNC 
connector. Loop 24"H; 
-12.5x5x2.5 collapsed. 
5S lbs sh. Used, $9. 


XTENDER #/SCD-444058 $5. 


arene Ue +>. > 


17-118 or AB-21-22 
4 mast sections; 

g action with 3.3"L 
a ceramic insula- 


7S dia hole for 
nating. O/a 15"L, 3#. 
ed, $6.95 ~ 


ANDREWS 
#83799 
cee ee, Similar 
7 “ito 87R 
Se ” connec 
tor for 
cable; 
1-5/8" EIA flange, 50 
ohm. With installation 
kit; 6 lbs. NEW, $20.00 


, MS-117 is middle and 
8 is tapered top; 1 1b 
| sed, $3.50 each 
 CU-92/APN ANTENNA COUPLING UNIT is a 
impedance matching device enabling the 
operation of 2 receivers from one ant. 
has one S0-239 & 2-binding posts and 


TM-218 TERMINAL, p/o BC-659, unused, $98 
W-128 wire, 2 ft, $2.50; 6 feet, $5.00 


Eee 
ee ee ee a ee eee 


~27A/ARN-S horizontal-folded DIPOLE used with 
-733, ARN-S 108-110 MHz receivers, $15.00 


“A-438/GR DIPOLE ANTENNA 15" folded,takes 
PL-259 coax. conn _on insulated bracket.$15 


ANTENNA WIRE SOLID R #10 
VINLY COVERED, 250eT: $25 


AT-96/APN-12 
VHF STUB AN- 
io TENNA 
with 
N con- 
nection 
14" 4H, 
gas 5 lbs. 
= Used, 
915. 


AS-2108 ADF 
LOOP, 100- 
3000 KHz; 
28 VDC, 
11,-8x1228 
*1.3 4 lbs 
Used $16. - 


** ee ee ee 
EON LI 


TENNA BASE, 
> SCR-284 


th ceramic. 
r. 14"Lx3.5" 
" $9. 


4,08 ebove, 


HTNING 
2, $1.00 Ea. 


; eee oe & 
| VtS-0-GLOW 
| ARRESTORS, 


AS-554/TRC 8" dia ANTENNA 
with aluminum mesh parabo- 
loid surface. Designed for 
1700-2400 Mhz with 30 db 


4.5 Mhz bandwidth. 20 jf 
db major to minor lobe ratio. f 
Rugged military construc= 
tion; looks like one can be ae 
add onto and extend the cast Bs \\ JS 
aluminum supports to increase i \y 
dish diameter. 36" feedhorn 
focal length; 16* fall from 
edge to center. Shipped in 
sections with feedhorn and 3 
yoke. Mesh may have minor but repa 
able breaks. 425 lbs sh wt. Used $ee. s2e5. 


AS-1729/VRC ANTENNA SET, consists 
of MX-6707 matching unit-—antenna 
base, AS-1730, and AT-1095 fiber- 

_ glas mast sections; designed to be 
used with RT-—246-524/VRC transcei-— 
vers and vehicular installations of 
PRC-25--77 radio sets. MX-6707 has 
automatic or manually tunable fre- 
quency ranges 30-33, 33-37,37-42, 
42-47.5, 47.5-S53, 53-56, 56-60, 

60-65, 65-70.5, and 70.5-76 MHz FM; also BNC 
connection for RF. Bottom mast section 
AS-1730 is 52.5"L, upper AT-1095, 644"L; 
MX-6707 14.3x5.5" dia. 15 lbs; used, $49.95 
MANUAL for AS-1729, partial repro, $8.50 
MX-6&707 MATCHING UNIT only, used. $29.95 
AT-1095 or AS-1730 masts only, $12.50 each. 


AB-21-22-23-24 MAST SECTIONS, 27"L (AB-21 
is bottom), i# sh ea. Used, $2.50 ea 


AN-45 Antenna f/BC-620 (SCR509-510) transcei- 
ver; telescopes 17¢"-982", unused $7.50 
Canadian MARK II #19 UHF ROD ANTENNA with 
ZA-1764 base; o/a 27.5"L. Unused, $10. 
AT-272A RIBBON ANTENNA & AT-272 FLEX-BASE 
SET °£/PRC-8-9-10;. 2 lbs. Used, $8 
AT-1096/VRC MAST SECTION, used with MX-2799 
matching unit and AT-10°5 mast; used, $15. 


AN-130 WHIP ANTENNA for BC-1000, used, $10. 


ANTENNA SPRING MOUNT, p/o MX-6707 described 
above; #SM-C-542057, used, $7.50 

MP+~74 GOOSHNECK BASE for MS-118/AB-23 Mast 

Sections,14" lg. w/spade type bracket 

for side mounting. $2.00 


M-422 ADAPTER for using MS-116/AB-23 sections 


with PRC & BC-1000 as long ant. $2.00 


AB-129 Rubber Base f/AT-271 on PRC-8-9-10 $2. 
AB-591 Rubber: Base f/AT-271 on PRC-25-77, 34. 


AB~-1093/USQ-42 WHIP ANTENNA w/spring base and 
PL-259 connector on base bottom. Lower 
‘two sections telescope 21"-352"; screw- 
on 18§"% wire-like top section. NEW $15 


40-100 MHZ YAGI ARRAY 


4S-756/TRC TWO 3-ELEMENT 

YAGI ARRAY for 40-100 MHz 

range, 5S db gain; vertical 

or horizontal polarization. ry 

Consists of array spacer bar, 

two antenna booms, and 1i2 

each long, short, and subas— 

sembly antenna elements. Com- ~ 

ponent lengths adjust according to frequency: 
spacer 58"-112", booms 72", elements 40"-5e". 
Matching transformer built-into each boom. 

9S lbs sh (UPS in 4 pkgs); AS-75é, 79.50 
#YA-756, single 3-element array f/AS-756 $36. 


AB-10]1 MAST SECTIONS for ANTENNA SUPPORT, 
steel mast 2" dia X 68" long with swaged end 
and locking device; sold in sets of 7 only. 
100 lbs sh - no UPS. Used, 


AB-719 SPRING BASE 


AB-719/VRC SPRING ANTENNA BASE, 
designed to mount on MNX-2799/VRC 
matching unit but will "bolt" to 
any flat surface. Has BNC RF con- 
nection; mates to AT-1096/VRC 52" 
mast section which screws into 
AT-1095 64" top section. Mast sections not 
included. 4.8x9.3x3, 4 lbs sh. Used, $7.95 
$15; AT-1095, $12.50 


ARA-31 HOMING SYSTEM 


AN/ARA-31 
ANTENNA 
SYSTEM 
FOR 


“tes 


HOMING 
xY-149 RECEIVER 


For use in the 24 to 49 Mhz FM range. 
Complete system consists of four AT-624 
24" antenna elements, two CU-459 ant. 
element connectors, a KY=149 keying 
unit w/mtg. and one SA-474 switch box. 
BNC. connections except for one reverse 
pole BNC. An/ARA-31 w/manual, new, $50. 
AT-624 antenna element, $8.00 each. 
CU-459 antenna connector, $5.00 each. 
SA-474 switching box, $6.00 each. 
KY-149 keying unit, $eSreqi each $18.95 
CU-987 DIRECTIONAL COUP- 
LER, connect into RF line 
and originally provided 
outputs i00 W & 1 KW For- 
ward & Reflected; two "N" 
conn. 2.4x4x2, 1#. Used $18 


CU-459 


ia) 


AS-578/ARA ANTENNA for ARC-27-34-55 di-+ 
rection finding sets; 15 lbs. Used, $25. 
AS-313/ARN-6 ANTENNA LOOP for AN/ARN-6 

radio compass system; 18 lbs. Used, $15. 


ADJUSTABLE MOUNTING PLATE 

for antenna masts or pipe fs 
three wingnut bolts ad- 

quet toro teie A225" dis 

pipe. 9" dia base; cast 
aluminum. 5.5"Hx9" dia 7. 

lbs sh. #MB-92110, used, $9.95 


pA ja) tom wie ee Gah ER Tem Gob Sit Oo aS Soy Gey > Gee Giro Me | 
e Z = SPDT ANTENNA RELAY, with un- 
B. @sed contact grounded; part 
PP oF ZO W 225-400 MHz trans- 
mitter. Coil 60 VDC 15 me 
4000 ohm; 3-BNC connections 
. 2xix2. #D-O089, unused $9.95 
kee KK RRR KKK KK KK K RK SE 


TENNA “RELAY 


SPDT ANTENNA CHANGEOVER 
RELAY,6 vde 20 ohm. 
Contacts appear to be good 
s : to 100 watts.BNC type conn 
3x14x2. #5945-539-3025 unused$7.95 


wie 


COUNTEREOISE 
CP-12-13 COUNTERPOISE 

heavy rubber-covered 

wire spreads to form 

=~ AS ft dia radial net- 

work for ground plane antenna; 

used with MS-116-117-118 mast 

sections; 4 lbs sh. Used, $12.00 


GY-12/42 GUY ROPE SET, 3x20’ lengths, 
M378 ROPE, 80’, $6. M379,..10", $1.50 


$7 


HEM, 


AF apse 


ANTENNA Stun 


BUDWIG HYE-QUE antenna insulators and 
strain connector for long-wire installa- 
tions; full legal power capacity and 
weather-tight polymar construction. NEW: 
#HO-CONN strain assembly with PL-259 
connection for lead-in wire drop, $5.50 
#HQ-INS-PR, insulator pair, $1.25/pr 


4S-207/CRT-3 WIRE &% 
SEMBLY, 
) braided 


REEL «AS 
300 Ft #16 strand- 
, cadmium alloy copper 
bee wire on RL-4S9 reel and crank: 
P mounted to aluminum door with 
adjustable brake and snap 
swivel. Part of CRT-= 
"Gibson Girl" transmit 
ter antenna‘which attached to 
kite or balloon. 24.5" dia, @% lbs. 
Unused-complete wire, reel, door, $9.95; 


ape 


CABLES ; 


1700-2600 MHz WAVEMETER, 20-turn 
NE 'f SN (s an ae vernier tune; increments of one. CEI HIGH-PASS FILTERS, 
{, ci a 1 9 BNC input connection; 1N21 diode out silver-plated receiving 


lies put. On 3.5"W bracket; o/a 4.8"H type with "N" connections: 


 CORMIRE C BLE x2", 2#. #SMD-203123 used, $24.95 #HPF-300, 300 MHz pass; 8.5x3x1. 8, 2. 
A #HFP-40, 40 MHz pass; S.6x3x1.8, 1#, $14.5 
Ga) AMPHENOL Aart ep sie meteacey LOW-PASS M-derived 500 KHz cutoff filter; 
NEW MANUFACTURE AND BRANDED WITH STANDARD Male (M), Female (F) input/output imped 50 ohms. Removed from 1 


TYPE NUMBERS TO MIL-R-17A SPECIFICATIONS. W 285-325 KHz power amp. 2-"N" connections; — 


ANG quick assembly: potted. 6.3x3.5x2, 2#. #FL501/2353, 187% S34 
PRICES LISTED FOR LENGTHS INDICATED, IN- a cy #31- RF OUTPUT TRANSFORMER from 285 
BETWEEN LENGTHS USE THE HIGHER PRICE. 2 -4701 50 (F) $1. to 325 KHz P-A; matched two ° 


LESS THAN 100 FEET ADD 10% TO HIGHEST PRICE #31-4702 70 (M) $1.25; -4703 70 (F) $1. 25 4-250 tubes using 2250 VDC on 
plates push-pull to 50 ohm out- 
COAK 100 500 1000 es: #82-23 (M) to (F) w/ground $1. 50 put. Detector output and N connec- 
RG- # Ohms feet feet feet =5SPA, press male to (F) adapter, $1.25 tion; potted. 6.5x3.3x4, 3#. #T502/2353, 


RG-8/U 52 35.25 .23 ee : 4 : mead 
RG-1l/U. 75.23 te or ; 83=58FCP, short barrel PL-259 f/RG-58, #.50 “San ASS TRANS= 
aah sete ee ae 83-877, adapter with PL-259 each end, $1.25 PRC MODULES ‘ines Be ve 
Prices subject to change without notice. 1 Oe ee hee ee eee te RT-841/PRC-77 backpack Transceiver; 2. 4x1 
82-831 push-on chassis BNC (f), NEW, $.45 x1, Used-not tested, $6. Schematic, $1.50 


#o1- 103 mini plug or #81-104 mini jack, $.50 


all malss 3" diameter 


ee a ON ° e 8 e°¢ 
gee : feet : Ps 2° Ay : 
ae 2: $f #80-23 80-876 989-872 80-878 aa ead yo <.  O-215/ARC-38 STABILIZED 
Ms a press lock extenced lock threaded . MASTER OSCILLATOR 
50-259 PL-259 CH-259 JUNCTION fit 60g ring $1 pins 60¢ ring $1 barrel $1 ate 
$.79 ea Zh a9 ves A od yori $1.50 ea Ps = ARC-Z8, an aircraft HF 
: ROG Oe eae a 10 more : ik apie t eiver. Utilizes 
Tees a, 8-85 ear... 70h eas wifeonlee ===. RIBBON CABLE for computer Sept 
: [as 56 eee ais » wiring or similar jobs; ; Ri Se sca A F os Seu 
He Mase #83=58FCP, short UG-260 BNC - ‘ ol : , #sf oscillator, a more s 
ee barrel PL-259 conn for = 20-conductor #22 stranded my frequency variation of 
two hole mt for RG-58, 50¢ RG-59, $1. ~ “== wire with ten color codes. | ae Hartley-type. Step-adju t 
BO 233 5°25 ; #RIB-20C: 10° 100* 500" 1000' ed inductor covers 14000 positions to tune 
Price per foot: $.50 $%.40 $.30 $.20 oscillator frequency of 1.75 to 3.9 MHz in 
, Le / 125 Hz steps. Includes Collins SMO #70E-22, 
COAX CONN ECTO RS ; discriminator #147A-1, 27.5 VDC motor gear 
os . MULTI-LINE TELEPHONE CABLE, drive and tubes 3/6AK5S, 4SBAé, 2/6BE4. Many 
CONNECTORS & ADAPTERS: (m) male, (f) female, nea “18 feet of SO-conductor PVC parts common to ARC-38A SMO assembly. 6x 
(bulk) bulkhead, (rec) receptacle, (r/a) . =) , jacketed cable with Cinch 6.5x10, 15 lbs sh. Used, w/schematic, $35 
right angle; (u} used, (Un) unused. i ee, = 77-72500 blue connector on 
j i S “/ ane end and terminal lugs on 
TYPE BNC: UG-88 m (RG-58) U &.55; oes Hs Te the other; a nice ready-made 618S-1 POWER AMPLIFIER, 
UG-260 m (RG-5S9) U $.60 UG-291 £f panel U $1. <== piece for those complex p/o Collins 2-25 Mhz 100 
-~260 ® Un $.85 -909 bulk U $1. wiring jobs. 3 lbs; #50-TC-18, used, $5.95 watt transceiver. Has 
-273 to UHF, Un $2.00 -306 R/A adapter 12.3 uH roller inductor; 


“282 to post $1.50 used, $1.75 } coil 34x12" dia with 27 
-290 f rec U $.65 BELDEN TV WIRE pS turns #14 silver-tinned 
j KBs ; wire rotated by 115 Vac 


TYPE C: UG-S73 m (RG-8) U- $1.50 ea f BELDEN "CITY COLOR" SHIELDED h: 400 Hz selsyn. Also ten 
UG-626 m (RG-21) U $2. UG-710 m R/A Un $3 TWIN-LEAD TY WIRE: two 26 AWG genre dd ime Centraleb 850 HV capaci- 
TAGE CRO 21) U2 3e 7x34 stranded copper-covered : @ tors 10 pf, 50 pf, 7/100 pf, 
TYPE N: UG-21 m (RG-8), NEW, $4.00 ea steel conductors with Beldfoil eric ieee. 
UG-27 m/f R/A Un $2.00 UG-201 (f£) to BNC shield. Recommended for VHF- ae switch; uses three 6159 tubes. llx5x6, 10 1 
-30 £-f bulk Un 2.00 (m) Un $2.50 UHF-FM use in high interference datre #3496/618S-1, less tubes, $28. With tubes 
-58 f£ chassis U 1.50 -S93 £ chassis areas. 75 ft (3#), $8. 100 ft (4#), $10.00 MATING CONNECTORS, 2 required, $2.50 ea 


bulk U $2.00 
SCHEMATIC £ 618S-1 
2-CONDUCTOR st 


TYPE TNC: Gremar #6006 m Un $2.50; U $1.50 v | : th By 2 tts 
#6177 m R/A Un $3. #6098 to N £f bulk U $3. Q GAUGE CABLE oe: wee sana 


BALANCED ANTENNA INPUT for R-390A receiver: Pv€ jacket. Use for welder or jumper cables RS 


STAR 7162 (RG-58) U $5. or generator hook-up, Each.2-conductor at ANTENNA TUNING ASSEMBLY with =" 7) 
length indicated: #83469-25, 25 feet, $25.00 two 20-400 pf 0.02" air gap i 


UG-100 m U $1.50 DA-113 dummy U $5.00 #8269-S50, 50’, $42. #8569-100, 100’, $70. 
Fgh BB Na 5 LNs ; . i variable capacitors. Each 
-109 £/UG-100 $1.50 UG-212 HN R/A Un $3. LESS than 25 ft, $1.25/ft; (Weight 1 lb/ft.) Patates 180°7 fo Ole using | 


-920 R/A HN (m) to HN (£), unused, $3.00 
M-359 elbow: PL-259 to SO-239 U $.80; Un $2. 24°V 60 Hz and 4 mf S50 VAC 


differential use. 360° rotation actuates 
fixed capacitance in parallel over next 27! 

in 13 steps. 400 Hz servo motor runs on 24 V — 
60 Hz; intermittent 115 V 60 Hz required tos 
engage fixed capacitance steps. W/schematic; © 
4.3x6.5x3.3, 5 lbs. #2C1003/T-195, used, $10. 
VAR-CAPACITOR 20-400 pf; #C1003-VC, $5.95 


COAX CABLES from mil-equipment; used-unused: 

CG-530 CABLE, 54" RG-62 w/2 UG-260 BNC, $3. CANADIAN MORSE CODE SIGNAL LIGHT, 

CG-357, 50’ RG-59 w/male & female "N", $4. mirrored reflector tilts by trig- 

RG-213-3, 3’ RG-213 w/90 male "N" conn, $6. ger in handgrip; site-tube on top. 

RG-213-18, 18’ RG-213 w/"N" connectors, $10. Usable also as spot light. In- 

TNC-BNC CABLE, 3"L; 90 BNC, strait TNC, $4. cludes 4" clear lens, 10” cable, ; 
and carrying case. Light bulb not avarla~ i 
ble (change socket for common bulb). 9x 


6.3x8, 15 lbs. #CAN-SA, used $10. Extra VARIABLE SPEED DRIVE CONTROLS 

LENS, red- green or clear, $1.50; USED WITH MoTOR AM No. E-85-% 
132. GE#3SS750RJ750A1, FieLo 
fe voc ArM., 140 voc. , Pe 


6A 
e oF 
Vinyl-covered hook-up wire, all stranded COLL NS 250 INPUT 230 Vv. 50/60 Hz. 5 LBS 


copper; no color choice. May not have con- 250 Khz IF ASSEMBLY from Col- a Unused w/schematic $15.00 

tinuous lengths over 1000 ft. lins 618S-1 transceiver. i 

#10 $14/100’ $100/1000" Has 250 Khz mechani a W\ Lie Bf 

#14 #6.'50/100° $42/1000’ $185/5000’ Apa with 6.7 Se Senne ie pa ote ; - 115 VOLT AC-DC MO- 

#16 $4.50/100’ — $28/1000’_$110/5000" tubes 3/5749 and 2/5726. é ; PRR E.e-m TOR, starts at 15 

#18 #3/100° #1871000" $60/5000’ £x6x3i, 3 lbs sh wt. Fe : * voc; —— counter 

#20 $2/100 $12/1000 $30/5000 #1F250- 67/618S1, used, $12.95 = Pi erage dah die x 54* 1g plus 

' ce t - ho re om 

tee solid $6/s00" "99/1000" "$30/s000"" psy pee Nips mae ees = shaft. 5 lbs sh. #AC-DC-R102, unused, $448 
RT-311/ARC-38 transceiver. Similar to above 115 V AC-DC MOTOR, starts at 25 VDC, runs ~ 

but with two mechanical filters--one 2 Khz clockwise. 2ixdx4ab plus-5/16" dia x’ 1b* lon 


AIRCRAFT-TYPE WIRE, nylon insulation w/braid width, the other 85 Khz. #IF250/ARC36 $24.95 | SLockwis sataP onttc aka: ace 


covering; silver-coated wire and shield: 
22 stranded 4.50 7 */$32. , 
fon Phch opera Pah iE pe Sete 6 ge x a 250 KHZ CRYSTAL OSCILLATOR a . 100 REM"12 ‘VDC GEAR Oa 
COMPUTER CONTROL CABLE in black PVC jacket, <Paae oy from Collins 618S1. Has 250 Khz 1 a te ohish a te pe an 
#24 wire in color-coded vinyl; LV-low voltage Suawanege? «=«BFO oscillator coil, crystal .e \eaeel tad ehett (not i el dea) : 
Cond 10! loot 500’ 1000! Be oven with CR-46 250° Khz crys oe : Al 3400 RPM Tp pen” 
#CC24-28LV 28 $/ft .45 .32  .28 22 ies tal, and 2/5749 tubes. 4ix6xlé, iol ap t. O/A Se on 


ie, ci 5/32* dia x 3 is shaft. 0/a 5 
0024-14 14 032 62824 218 ; 2 lbs sh. #0SC 250/618S1, $6.95 3 lbs sh. #LEE- 11 ‘ 


HANDCRANK MAGNETO GENERATOR 
removed from telephone 
equipment; features long 
-erank with shaft which ex- 
be) ites 2.5" from the generator and versa-— 
tile io ge plate that allows left or 


as remote signaler (ring bells/ 
Or as “worm shocker"; 4 lbs sh. 
“ate used-checked, $15.00 


So ty. cae SOR SHS 


ANDCRANK GENERATOR, 


+ > 
bse 


4"Lx2.5" dia, 3#. Checked, $15.00 


' DC MOTOR, operates over 10~ 

15 VDC 100 ma 2375-2425 RPM 

with governor. Shaft 5/16*L 

16" thas o/a 2-7/8x1-1/8. #AST-CK26 $7.95 


Sel ae Oe et ane) 


RPM SLO-SYN ie 


RIOR ELECTRIC SLO-SYN 
‘SYNCHRONOUS STEPPING 
"120 VAC 60 Hz 0.5 A |) 

zin running torque. Serres 
ersible instant start- Pen - 

378" dia stainless steel shaft; on 

ting plate with capacitor. 7.34.55. 
“#S850-1292BU, used, $17-95 $13.95 


"MOTOR, 328 RPM 
mate ier angle 
eput shaft; other 3500 ~ 
6" dia shaft, 5 inci 
, Requires 115 VAC 60 eRe 
mf 220 VAC capacitor; o/a 4x10x3, 
sh. GE #5KCM49NG, used, $8.95 
OR for above, non-PCB, $3.00 


ee ww ww ee ae ee 


™ 106 RPM GEAR MOTOR 


115 VAC 
30 in-lb 
dia 
square 


GE MINA® GEAR MOTOR, 
“1.1 amp; 105.7 RPM, 
torque. 1"Lx1i/2"- 
shaft with 1/8" 
key; removable sprockets. 
Includes integral fan; 10 mf 
equired. Motor size 7.5"Lx4.5" 
- #5SCP10HG1S, used, $14.95 
yee for above, non-PCB, $3.00 


RE DRIVE UNIT w/clutcb ‘ 
Globe 0-25A512 27 VDC ¥ 
O RPM motor and 27 VDC | 
assembly. Motor oper- | 

_ good torque over 

Cc. 160 RPM output 

dia X $" lg shaft. 

sia 3 lbs. #160DRV/616 used ree 95 


: x1.3" dia shaft; o/a 5. 8"x1.6" 
ibs. #RBM-2-62, 2 ohm field, $12.50 
6 #RBM-6-62, 5.&8/.$917.00 


°4-PHASE VR STEP SERVO, 5S onms 
1.5 A/G; 28 VDC input pulse. x 
Hi dia shaft; o/a Sx32x5, 2 lbs 


engages “at: 10, ie ; . 
\llows variable speed over 10-26 VDC. 
r intermittent duty. Spline 3/16" dia. 
a 4x13" dia, 1 1d. Jone NEW $6.95 


20-60 RPM _ = motor, 
28 VDC 0.5 amps reversible PM- 
type. Has mounting collar 
and tape recorder reel bob- 
bin on shaft. — 


/ at 9 VDC and is reversible. 


GE DC MOTOR 27.5 VDC 2.5A 

-O44HP 7400 RPM2.5x1.75 ; 
plus .35 in long 3/16 shaft . 
sh wt 3 #S5SBN14EA2-6822 $7.95 


i DELCO DC MOTOR, 28 
VDC 2.4 A 1/30 HP 3600 RPM. 
~ Size: 54x29" dia; shaft 1" 
xi" dia, 2 lbs. Unused $4. 


MOTORS 


12 RPM DC DRIVE “yomal 4 
MOTOR ASSEMBLY , 

with Globe 27.5 «= 

vpc 1/100 HP ies 
15000 RPM motor, 26.5 VDC 

clutch & geartrain which reduces speed to 
12 RPM. Strong torque! W/schematic & plug. 
4.5x1.5x4.5, 2 lbs. #12DRV/R5S40, used $8.95 


eT Pr Pe eR an ee oe > ~ te 


27.5 VDC REVERSIBLE PM GEAR MOTOR, 85 RPM 
no-load speed, 1/4 duty cycle; estimated 
7S RPM 100 oz/in torque when under load. 
Shaft 1/2"L x 5/16" dia with gear. O/a 4x 
1.3x1.3, 1 1b. Globe #S5A1231, used, $12.95 


+ + 


DC STEPPER MOTOR 


PM DC.STEPFER, MOTOR. 


and CCW rotation: 
PG hee = 


dual ccoil—-—Cw 
Pach coil S-pole 
Mctor has gear box resulting 
fin 180 2° steps for each rotation of 
output shaft. Coil 17 VDC 29 ome but 
for works well on S VDC at reduced speed 
torque. Motor 1.4x.6", shaft .4"x.1" dia 
K1.5"3 Airpax #ASETOZ, $4 ea 


0.7 RPM GEARMOTOR, 115 VAC 460 

Hz, 110 oz-in torque; 2/4"L 

*x1/4" dia shaft; w/shaft 

coupler and microswitch 
Deh eS og We Oy Let 
3#. #RBH2505-14 usedstS $11 6 © 


BARBER COLEMAN AC GEAR MOTOR, 
230 VaC 60 Hz; approx 3% RPM. 
5/16% dia shaft X 7/8" long; 

Size: 24x3$x3, 2 lbs sh. 

B-C #108134483 NEW, $3.95 


INDUCTION MOTOR, Eastern Air 
Devices J71-B, 115 VAC 60 Hz 
0.25 amp input for 1/40 HP 
3100 RPM output. Quiet run- 
ning; good replacement motor : 
for blowers. 3.1"x3.5" dia, shaft 0.9"x0.5" 
dia: 3 lbs sh. External capacitor required. 
#548-2239. unused $4.95: 4 mf CAPACITOR, $1. 


SA-28 AIRCRAFT INSTRUMENT 

ASSEMBLY with 27 VDC FN- 

motor, 10000 RPM with ; 

worm gear assembly and ae 

other parts. Motor size l¢xlxl, 3 T 

shaft; o/a 6"Lx3i* dia, 2 lbs. Unused $6.95 


MULTI- 24 VDC FM MOTOR 
Ie 6 4 can be wired for 11500 RPM 
arte a ayo. O12 HF O.7 amp or 2000 
ire occa _ RPM 0.035 HF 2.3 amp oper—- 
ation; motor starts to turn 
&"x2.5" dia with 
geared shaft 0.6.0.4" dia. 
cial #2960031, used, $12.95 $8.95 


—SFEED 


Seo odve collars 
Z-lbs sh, 


JOHN OSTER TYPE C-24a-1B KS-5829 
SERIES MOTOR; 27 VDC, 0.01 HP, 

7000 RPM. Size: 3x2 O1A.; SHAFT: 
|x} DIA. WT: } LB. Unused, $2.95. 


200 RPM 62 V 60 Hz GEAR MOTOR, has 
shaft 1"xg" dia and 3/16" dia shaft. 

for fan. For intermittent use, in- 
reased voltage increases 

torque. O/a 5éx5x24, 3 lbs. 
#MOL-2460, unused, $3.25 


26 V 400 Hz 2750. RPM MOTOR 
will operate from 12 VAC 
50 H23; 3x2.8x3, 2%. #B701/R107 $2. 
La 7DC MOTOR, 
F000/5000 RPM clockwise rota- 
tion; 40 oz-in torque. 4"L 
xz" dia plus 3/4"Lx5/16" dia 
shft. 4 lbs. #€65010-12, $7.95 


Cet 


CONTROL TRANSMITTER SELSYNS, similar to AY201 
rotor 26 V 1, stator 11.8 V 3 g 400 Hz; 
usable in wind direction and antenna positior 
projects. Various mfg; 1 1b. #WD-CX-SEL 36. 


AY-165 AUTOSYN DIFFERENTIAL, 400 cvere, |!.8 
V. 3 PHASE ONE TO ONE RATIO. BENDIX & OTHERS 
S1ZE: 12x14. Price: REMOVED FROM EquIP. $2.95 
AY-23| ano AY-232 SAME SPECS. AS ABOVE. 
150%4 TRANSMIT 115 VAC 400 Hz, used, $4.95 
15RS4L RESOLVER 26/11.8 V 400 Hz, used $4.95 
2STR4 RECEIVER, 115 VAC 400 Hz, 


used, $10.00 


MK II SIZE 6 SELSYNS, 115 VAC 60 Hz; sold in 
mated pairs for rotational and position-indi- 
cation usea. 73x43 dia, 12 lbs/pair. 

Used-checked, various manufacturers, $45/pair 


115/90 V 60 HZ SELSYN TRANSMITTER, 

3.6x2, 2#. #1HG-MK14-8, used $35, 
#1HCT-MK11-4A CGNTROL TRANSFORMER, 90/55 V 
60 Hz; 3.6"Lx2" dia, 2 lbs sh. Used, $30.00 


2JIHI SELSYN DIFFERENTIAL GENERATOR 
NORMALLY OPERATES FROM 5/7.5/57, 

votts 400 cYcLE BUT WILL OPER- 

ATE FROM 26 voLT 60 cYcLE as 

SHOWN IN WIRING DIAGRAM ON PAGE 

Sl. SIZE: 24x44; wr: 80z. nent 
PRICE WITH CONNECTOR CAPS.ecesc ces oo PGe9D 


DAYSTROM TRANSCOIL CONTROL Motor [15 
oct 60 cycle, | PHASE, 2 PHASE 200 voL7 
cT., 3200 RPM. Size: o4y9 » SHAFT SIZE: 
Peal /1 6x3 WITH GEAR. REMOVED FROM NEW EQUI 
ENT. Price: $5.00 


type 1 HG 
Unused $45 


TACHOMETER GENERATOR, motor 

26 V 400 Hz 2 @; generator 18V 
400 Hz 0.3 V/1000 REM. Ne load 
speed 10000 RPM. 2-1/8"Ix1" dis 
3/16*Lx1/8* dia shaft. #TACH-SEL-MOD, $7.95 


LEER ET 


6 VDC MOTOR & CHOPPER 


MAXON 7-POLE 6 VDC PM BALL-BEARING 
MOTOR w/1.6"x0.S* chopper assem- 

bly for speed control feedback 

use; approx 120 counts/revolu- wy 
tion. Shaft 5/8"Lx1/8" dia; o/a 2.4"L 
x0.9"D. Swiss-mfg; #MAX-6V-7P, $7.95 


GAST PUMP &@ 


VACUUM PUMP & MOTOR, 
Gast #0440-V119 oil- 
ess rotary vane pump © 
and GE 115 VAC 60 #z | 
1/3 HP 1625 RPM mo- 
tor. Pump rated 4.0 
CFM ® zero vacuum; . ae 
15" Hg continuous, 26" intermittent. Flex 
coupling thermally protects 7.4"x5.4" dia 
motor; mounted on 5.8x0.6x14.4 steel base. 
Inlet and outlet filters not available. 40 
lbs sh. Used-as removed from service, $45. 0¢ 


MOTOR 


AIR COMPRESSOR 


AIR COMPRESSOR rated 30 
PSIG, 0.6 CFM max; suitable 
for air-brush work or light { 
duty inflating. Diaphram-— #7 
type unit uses 7 mf 320 VAC 
capacitor and operates from ‘ 
115 VAC 60 Hz. Inlet 5/e" 


NPT; outlet 1/2". 8.3x4.6" dia, 


1S lbs. #127P321R, with regulator, $32.95 


CHILD’S PHONOGRAPH TURNTABLE, 
7" dia plastio pkatter with 
115 VAC 60 Hz moter; selector 
switch for 33-1/3_or 45 RPM. 
Designed fer child's record 


player. 2 lbs. BSR ##143AC37, NEW, 


SMALL-RECORDER PM MO'TOR, operates 

4 to 12 VDC, reversible. 1/6x3/32" 
B’dia shaft; 0/A 1§x1$ dia, 1 1b. 
P #R-S57141, NEW $2.; w/pulley $2.25 - 


PRR-®@ RECE i VER RT-68/GRC NSCE IVER P RC-6 WALK I E TALK} a 
RT-196/PRC-6 FM TRANSCEIVER, single 


RT-68/GRC TRANSCEIVER, 38- 
- ECEIVER, ex~ i if ee 7 channel crystal-controlled in the — 
An Ee. chines te inal & chan- eee ae Eee te ae ae RAS : ‘2: 47 to 55.4 Mhz range. Range: approx, ~ 
nel radio in the 47-57 Mhz ¥M Sageh ie eer es paid pcp, ae 1 mile depending on terrain and = 
range; 5 mw nominal power output. Rat) SF ROCCIN SS See ee Beak i conditions. Handheld unit has push= 
i Uses CR-81 type crysta: (not a- BOE eee nna nn to-talk switch, volume control, 
vVailabie); 455 Khz IF. Requires ind, PUR CSNGS Non teen a ae : acie S ribbon antenna, carrying strap, and 
5 V 25 ma originaiiy suppaied by Race neice Eun Ss hee arse : RS provision for H-33/PT handset. Uses 
BA-505 battery (not available). ble ist IF 4.45-S5.45 MHz and — type CR-23 crystal (not included or 
#ith Ag-1998. antenne and -Honé4 headaebe. 7x38 (lt tees ane ee Se eee available). With tubes 6/5678, SB4, 
xl¢ 2 lbs. Used $38 Less AS-1998/H-264 $25. ohm audio output. Transmitter uses crystal- 3/5672, 2/5676, and 2G2l. Requires 
’ ites ro controlled oscillator and oscillator power 1.5, 45, and 90 VDC, 15x5x43, 6 lbs” 
OPERATOR'S MANUAL for PRR-9, $7.50 ! amp; power output 2 watts (LO) or 15 W (HI). sh, Used, $16.95; MANUAL, $7.50 " 


TD-1169/PR CHANNEL ALIGUENT gaat | ose eter Oe a ee owe eneotne CY-853/PRC-6 CaSE, space and padding for 42 


7 designed to test 90 VY input. Requires external power supply Sieh eo , 
Bifbence Goa tn) pana ene ne available separately. With tubes 4/1U4, 2E24, crystals; 6£x6¢x1, 2 lbs. Used, $5.00 


mitter. Has 47-57 Mhz signal 2/1A3, 2/114, 4/1R5, 2/1AE4, 185, 4/304, 3A4, 
generator; checks both seta’ 3/305, 2/3B4, 6AKS. 9x13x11.3, 42 lbs sh wt. 
r ; ck 


batteries. Instructions, : Beal Used, $55. RT-67 aS above but 27.9-38 MHz, 
probes, and transit case in- $ used, $39.50; RT-66, 20-27.9 MHz, used $35. 
cluded. 12xllgx6, 15 lbs sh. Used, ¢ 


> > + a > > + > Dod nd > + * ~ + + a ++ aa + + 
RT-196/PRC-6 "AS-IS" less antenna and exter- 
nal appearance "very ugly". However, inside 
electronics complete with tubes and not 
: PP-112/GRC 24 VDC SUPPLY corroded. #PRC-6-LA, $12.00 ee 

: ; <i for RT-66-67-68 transceivers; #LAT-PRC-6, as above but without tubes, $6. 
AN/GRA-6 R DIO CONTROL . : provides all votlages from 24 a Re RIS ES Pe ae ee 

HES : <a . VDC 6.5 amp input. 7.3x9x13, 

f AN/GRA-& RADIO CONTROL : snail 39 lbs sh. Used, $25700 $18. 


GROUP for GRC-S thru > Gan, % Gov’t reconditioned, $35.00 in 3 a 
(9-8 series equipment. Gr ae ae aie GRC/PRC BATTERY TES? 


Includes C-433 (pic— PP-109/GRC SUPPLY, as above z 
tured), C-434, LS-166 but 12 VDC 12 amp input. Used, 434,50 $24. AN/PSM-13 BATTERY TEST SET; 
speaker, H-33 handset, PP-109, gov’t-reconditioned, $40.00 DESIGNED TO CHECK GRC AND 
. J-654 junction, CW-189 PRC-TYPE BATTERY PACKS IN- 
canvas bag, and manual. Group was used to CX-1211 interconnect cable RT:PP units, $7. CLUDING BA-270, -279 -376, 
control radios at distances upto 2 miles and MANUAL for AN/VRC-8-9-10, original, $7.50 -377 -386/PRC-25, ~498/ 


also provided telephone communications. PRC-25, -399, ano -505. METER 


C-433 and C-434 each have handcrank ringing | AN/VRC-10 RADIO SET, con- qin omen INDICATES BAD-GOOD (FS=I Ma). a 
generator and bell; require two “D" cells sists of RT-468, PP-112, ; WITH ADAPTERS U-240, -24|, -242, -297, -3]4, 


each. 36 lbs. Used, 575° $65. Unused, -$100. MT-299, CX-1211 cable and es f zat -315, -346 AND CANVAS CASE. Pale OA LBS. 
iy gon é “ it 


C-433, used, $16.00 C-434, used, $22.00 manual ; 90 lbs. Used $85. PRICE: USED, EXCELLENT, 


H-33, used, $15.00 LS-166 w/bracket, $15. ANZVECO SO". ce amave 
J-654, used, 6.00 CW-189, used, $7.00 | vith RT-67, used 
MANUAL for AN/GRA-6 group, original, $7.50 - AN/VRC-8, a Ret) 
with RT-66, used, 
AN/URM-113 RADIO TEST SET, 


HO ae Sa Sr ee cee Se et ee a a SE TSE SE a a consists of TS-997 and ac-! 
GRC and VRC RADIO CABLES and miscellaneous: P RT-176/PRC-10 TRANSCEI- cessories; designed to : 
CD-501, battery cable for SCR-284, $10.00 aa aa VER, part of ‘portable align and test modules of 
CD-1086, cable for BC-1306 & GRC-9, $15.00 ORG an tig Me backpack set (acces- backpack transceivers AN/ 
CO-278, cord for FT-237. mount, 8 ft, 39.00 4 ZA ¥ eae sories listed below) PRC-8-BA-9-9A-10-10A8. 
CX-1209, connects RT-unit to CY-590, $10.00 fn oz , Me covering 38-54.9 MHz FM ules AM-427-427A, TF-132 
GRC-to-VRC ADAPTER, U-78 one end and U-229 continuously tunable or TE-30404rom the Cadia om : 
connector on other; 10.5"L. #8438523, $8. with 0.9 watt transmit output. Controls for a“ ” 3 
J é é under test simply plug into TS-997 and 3.5 
CX-1359, DC battery cable for GRR-S, $8.00 Volume, Tune, Squelch, Pointer adjust and round meter indicates the “quality © (oe aeee 
CX-1360, multi-cell batt-cable £/GRR-5 $10. dial lock; tubes 9/5678, 2/5672, 3/5676, : a y : a 
if respective modules. Also checks crystal fre— 
1AD4, SAG. See BA-279 BATTERY pg 19 for pow quencies 4.26, 4.3, and 4.34 MHz. Operator 
CX-4721/VRC, DC cable, 2.5 ft, $8.00 er requirements. 3x9.5x9, 10 lbs. Used, $37. eR: lds 8.6 13x9 > 23 lb Un 
SC-C-446149, looks like CX-4722, 10’ $7.50 Ge ales) CRE ni eM Tr eT NO my Cae Re ace eee YS OSG ROR ors Oe Ae eas Se used, $40. 
SC-C-75348, 6 ft adapter w/U-77 & U-78, $s9. RT-174/PRC-8, as above but 20-27.9 MHz, $35. =e ; 
MANUAL for PRC-8-9-10, original, $7.50 4 - rat 
MANUAL for PRC-9A-10A, partial repro, $10. - Cc 375 /7VRC CONT R a =F 


CY-5007/744 BATTERY BOX £/PRC-8-9-10, $6. is 
H-33/PT HANDSET £/PRC-8-9-10, used, $15.00 C-375/VRC CONTROL BOX, used 


y 
$8 TO $4 MHZ RECEIVER AT-272A-272 RIBBON ANTENNA & FLEX BASE, $8. with GRC-3--8 series equip- 
ST-120 & M-1956 BACKPACK HARNESS, used, $8. “a vy: ment as a remote junction and 


CW-216 ACCESSORY BAG £/PRC-8-9-10, sed, $6. bE Ie oe switching box. Controls audio 
R-110 RECEIVER 38 to 54 MHZ FM <i 3. By lines of two transeelvaree 


CONTINUOISLY TUNEABLE, VARI ABL i one receiver, and one inter— 
SQUELCH AND AUDIO, OUTPUT IMP- AM-S98 AMPLIFIER POWER SUPPLY, _ = phone amp. Has two each U-77 > 
E DANCE 600 oumMs. 4.3 MHZ. I.F. functions as 24 VDC supply and cae connections, volume controls, mic & phone 
| WITH TUBES 3/104 ,2/1L4, 1A3,2/ audio amp for PRC-8-9-10 trans- By ara jacks. 7x7x4, 5 lbs. Used, $10. 
SA5,1S5,2/3C4,2/6AK5 & OB2. ice tale Mattia) Samat tad ee Seen) | C—435/GRC CONTROL, plugs 
VOLTAGES REQ. 135 voc @ 70 ma Built-in audio cord connects : 
S) . ° v sce ag into MT-297 mount and al- 
AND 6.3 VDC 2 amps. to RT-audio. With tubes OC3, ; 
)e 2/1 2AT7 Z lows duplex use and re- 
WT: 32 LBS. USED $35.95 2A » (ws 26EG,. 26259 7-2 2 ox t / i # GRC-3 th 
11.5x10.3, 38 lbs. Used, $28. Meg Vins! Spain Sieghe malig 
-8; functions as junction 


; for control and audio lines 
R= | O8 RECEIVER, same as R-110 except ID-292/PRC-6 CHANNEL i —_— Of Rx-Tx and aux-Rx. Has 1.75" sq meter; no 


20-28 MHz. Used $22. Unused $36. ALIGNMENT INDI- eee generator. 3.5x8.8x7.3, 7 lbs sh. Used, $15. 


RECEIVER, same as R-110 except SE EO | SRE ae | ae 
ae OR ME 57-59 MHz. Used $28. Unused $42 epider a ay | 
rate Maks ae y 5 relative level 


voltages of its 


PP-282 POWER SUPPLY 24 voc For R-108-109-1 10 : 7 bat AN/PRT-4 MINIATURE TRANSMITTER, 
RECEIVERS. MOUNTS INSIDE REC. — USED $5.95 pectoris mies aca cece designed to operate on two pre= 
Unused with book & spare 5678 tube, $28.95 a set channels between 47 and 57 — 

Eid “7-9 Mhz. Output 450 mw (Ch 1), 50= — 


1 usa 250 mw (Ch 2); also 150 Hz tone. © 
ACCESSORIES : - Has built-in speaker and clips ~ 
ail \ te a ae onto belt or pooket. Requires 
MT-297 SHOCKM \ “ —# 
RACK. used in GRC-3 CY-5007/744 BATTERY BOX f£/PRC-8-9-10, $6.00 pit 12 VDC originally supplied by 
PRR PETS ar gcA a AT-272A-272 RIBBON ANTENNA & FLEX BASE, $8.00 BA-399 battery (not ‘available). ~ 
Holda GHe RI-Ge-ee AT-271/PRC 7.5’ TELESCOPING ANTENNA used $10 Units sold “*as-is" less antenna ~ 
or -68, one. PP-109, or -112, one’ R-108-109 or} “ABU L29) RUBBER BASE £7 41-272 (FRC 6 crystals, battery box. 2x4}x2, 2 lbs. $16.95 — 
-110, and RT-70/AM-6S. Includes syetem in- AB-591 RUBBER BASE £/AT-271 (PRC-25-77), $4. TECH MANUALS WITH SCHEMATICS FOR: 


terconnest and DC cables but not RT. tan PP/AN [04> S3fET MANDSET, (used. #2Gs Neo Sie RT-196/PRC-6. 6.97 
"dogbones." 33.5x4.8x13.5, 70 lbs. Used $28. H- 1 BQ HAQDSET sede Seas oT, Oey MIS) Ae OA REP $10.00  AM-598 vues 
# : Tigitancs: . LS-166 SPEAKER with wall bracket, used, $15. PRC-9A-10A $10- Whites 3 


Pats Rae Ae peat Be roe <p rene se GRC/VRC CONNECTORS, specify type and equip- age Ta & 6b.. Be nee. & al teeter ee : 
eaters sare Has ee nee aa Used; $22. ment used. Used, cut-offs, $3.00 each. RT- prea sinee . eeeeeeesee 
-327 RACK £ RT-66=267 or EBM one AUDIO PLUGS, metal; used: U-77, $3. U-229 $4. | R-108, 109 & [10...cececeeeecesecseon opie : 
"R-108-1 P2110, -109 or -112; 32 CRS Sac dete eer ogo Co tee ieee AN/VRC 13-15 oR AN/VRC_ 16-18, CONTAIN INFO & © 
BS tuts en neo ik a pom 5a = CX-2031 BATTERY CABLE for AM-598, $8.00 SGHEMATICS ON RT-66,67,68, R-108,169,110,PP- 
a Ms ah ye hii ny my 5 SHOCKMOUNT for AM-598, $5. MANUAL, $4.00 109,112. VAR. MTG. CONTROL BOX ES. & , 
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i eee. tk Se 


HIGH 
BAND 


R-394/U RECEIVER, 152-172 Mhz 
¥M single channel crystal-con- 
trolled. Dual conversion unit 
has first IF 7.8 Mhz and 455 Khz 
second IF; also squelch and mut- 
ing circuits. 8 ohms output in- 
pedance. Set features modular 
construction with plug=in units 
ist RF amp, local oscillator, 
lst IF amp, 2nd IF and discrin- 
inator, and audio/squelch, 455 
Khz selective filter is wired 
in. Also has compartment for 
modular power supply which is listed else- 
where on this page. Includes tubes 14/5678, 
4/1AD4, 5672, 5840, 5783, and 6AK6. S3x5iixl4¢ 
22 lbs. Used $11 $8; Gov’t-recond $2 $15. 


R-257 RECHIVER, same as R~S94 except covers 
25 to 50 Mhz IM, used, $12.95 


T-278/U TRANSMITTER F.M. 
152 to |174-MC approx. 30 
WATTS, CRYSTAL CONTROL ON 
ANY TWO (2) PRESET FREQ. 
PHASE SHIFT MODUALTION |5 
KC DEVIATION, CR-27/U cry 
STAL UNIT FREQ. RANGE 
4750-5437.5 kc. MULTEPLIED 
TIMES. WITH 2p 


32 TUBES 
3B4, 3/2624 ,4/5678, 2/56 
AND 2/)AD4.° 
VOLTAGES REQUIRED AS SHOWN WITH DY-93 DYNAMO 
TCR ELSEWHERE ON THIS PAGE. USED $14.95 
$1ze:8x49x143; wt: 12 LBs. UNUSED $19.95 


MX-1547 RECEIVER SUB-ASSEMBLY for R-257 & 
R-394; relay controls Tx for re-xmit $4.95 


VIBRATOR POWER SUPPLIES for 
R-394 and R-257 receivers; 

fits inside receivers; 10 lb 
PP#867, £4 VDC input, $€.95 
PP-868, 12 VDC input, $5.95 
PP-869, 6 VDC input, $5.50 


DY-93 DYNAMOTOR POWER SUPPLY 
for use with T-208-278-417 
a transmitters. Input: 12 VDC 

20 amps. Output: 380 VDC 180 ma, 225 VDC 45 
Me, -25 VDC 5 ma. 8$x7x14, 29 lbs. Used $9.95 
*. * Se.» * * * * * * * * * * * * * * * 

AN/VRC-19 RADIO SET, 6 
VDC input system con- 
sists of R-394 receiver, 
T-278 transmitter, DY- 
100 dynamotor-power sup- 
ply, C-847 speaker-con- 
trol, CY-938 cabinet, 
MT-1236 mount, H-33 handset, and manual. 
17. 5x11.3x25, 110 lbs sh (UPS in 2 pkgs). 
Used- less C-847 speaker only, $45.00 
#12V/VRC-19 SET, 12 VDC input version of 
VRC-19; DY-93-in place of DY-100, $55.00 


AN/URC-68 DISTRESS TRANSCEI- 

VER, Randheld unit designed 

as an emergeney radio for 

aircraft pilots; operates 

ever 38-42 Mhz FM and 230+250 

Mhz using 4 preset channels, 

voice, MCW, and beacon. All 

have 40.5 Mhz FM and 243 Mhz 

UHF channels; ether three 

frequencies depend on selected 

crystals (not available), 50 =i) 
Khz spacing. Power output 500 a 
MW (FM), 200 MW (UHF); range 19 miles lin 
ef site or 3-5 miles over varied terrain. 
Includes squelch, built-in micrephene, 


‘| speaker, and antenna. Requires 11-16 VDC 


eriginally supplies by BA-1112 battery (not 
available). 6x3#x14, 3 lbs sh. Used-reparable 
with receiver and transmitter output, $79.50 
AS-IS, no output but good modules, g59.50 
MANUAL, partial reproduction, 10.00 


CV-278 FREQUENCY SHIFT CONVERTER 
for RTTY use with R-392 receiver 
and T-195 xmitter; use with any 
Receiver having 450-500 KHz IPF. 
Requires 28°-VDC 2 A. Has Discri- 
minator meter but less O-50 ua 
Signal Input meter. 9.3x7.3x13.8, 
25#. Used, $30. Power plug, $6. 


¢ FM — TRANSMITTER — RECEIVERS 


GE PROGRESS-LINE 50 WATT 

MOBILE TRANSCEIVER, single 

channel crystal-controlled 

in the 144-174 FM Mhz band} 

Has #4ER25C2 receive, #4ET 

-21A2 transmit, and #4EP2B 

vibrator power supply sec- 

tions. Transmit deck uses 

two 6146 tubes in PA. 

Power supply requires two vibrators (not 
available) for 12 VDC operation. Internal 
trimmers for antenna tuning, coupling, and 
P-A plate; 21 tubes. épx14ex158, 34 lbs sh. 
#MA E/Z6N, used less xtal & cover, $45 $20. 


S$518-CCT CONTROL PLUG, $3. PO\WIR PLUG, $2.50 


MODULES from R-394 152-174 
S MHz receiver; possiblities 
_for the RF experimenter. W/ 
*.“ischematic; 2.6x2.1x7.3, 2#: 
SO eee" LOCAL OSCILLATOR, tubes 5678, 
5783, 2/1AD4, & xtal oven (no xtal) $4.95 
AUDIO & SQUELCH w/tubes 3/5678, 5672, 6AK6 
and 10K:8 ohm AF transformer, $5.95 
152-172 MC RF AMP, 5840 & 2/1AD4; $2.95 
lst IF 7.8 MC, tubes 3/5678 & xtal, $3.95 
455 KHz SELECTIVE FILTER, ZsNtexo eds UiGelnI90 


MOTOROLA TRANSCE! 


MOTOROLA FM MOBILE TRANSCEIVER, 

transmits in 144-174 Mhz 

range, receives between 

450-470 Mhz. #TD6050AB 

transmitter section has 

output of 25 watts min. 

(144-167 Mhz), 20 W min. 

(167-174 Mhz) using oh 

single crystal-controlled — 

channel. Crystal multiplication 

24 times; 50 ohm output impedance. Has nine 
tubes including 6146 in power amp. #XRE1000- 
AH receiver has dual squelch "Private Line” 


or separate tone-controlled and carrier 
squelch circuits. Two crystal-controlled 
channels; 455 Khz final I.F. Audio output 

2 watts into 3.2 ohms. With 14 tubes. #XPN- 
6005B transistorized power supply requires 
12 VDC input to supply voltages for trans- 
mitter and receiver. Crystals and accessories 
net available. 6x10x194, 28 lbs. Used less 
6146 tube $12.30 €12.50: Schematic set, $5. 


OA-2649/TRC-68 VEHICULAR TRANSCEIVER, 
400 MHz using 1750 channels, 
24 VDC or 115/230 VAC; 


225-> 
1.5 W output. 
175 lbs. Used, $350. 


POWER AMP FOR 6RC-9 


". AM-66A POWER AMPLIFIER for 

| RT-77/GRC, first we’ve ever 
seen; French-made for NATO for- 
ces. Increases RT-77 output _to 
30 watts AM-CW, : 


ings. 3 
MANUAL (in English 
AA-18 ALIMENTATION (GRO 
all the necessary ¥ 
either 12 or 2 
appearance as 

* * 2. 8 # © 
AM-66A & AA-18 PACKAGE including CD-1086 ca- 
ble, CX-2031 DC cable, and manual, s#65 $145. 


Cs 
1 (=) 
LY), 

© for AMN-G6A from 


provides 


Similar size and 
36 lbs. Used, $75. 


put. 
OS; 


BT ES, Ye 


C-747s/PlG—f-RECTIS 

FIER CONTROL UNIT, 

intended for use 

with two RT-S05/ 

PRC-25 transceivers 

and TH-81 terminal 

as controller for telegraph-telephone re- 
peater system. Also functions as 115 VAC 60 
Hz or 24 VDC supply for two RT-SOS’s. Con- 
trol one or both RT-unit, power DRY BAT-— 
8B451-OFF-VEH-115 VAC, handset connection, 
cables, two 3 A fuses for AC and two 5 A for 
DC. 2.1x9.7x6.6, 10 lbs. UNUSED, $100.00 


Used, $75.00; Used "AS-IS not working", $40. 


LOW 
BAND 


RT-77/GRC-9 BACKPACK TRANS- 
CEIVER, covers 2-3.6, 3.6-6.6, 
and 6.6-12 MHz; Hi-Lo out- 
puts 7/1 watt AM, 15/5 W CW. 
Receiver section has 456 KHz 
IF and 200 KHz calibration 
points. Transmitter is con- 
tinuousy tunable or two preset 
channels; uses 2E22 tube in 
power amp. With tubes 2/1L4, 
371R5, 1S5, 3/3A4, and 304. 
Requires S80 VDC 100 ma, 6.6 
VDC 2 amps, 120 VDC 45 ma, 1.5 
VDC S500 ma, and 6.9 VDC 575 ma. 
lbs sh. Used, $69.50 


+--+ + + + + + + F + + + 
ACCESSORIES for GRC-9 system: 

MANUAL for AN/GRC-9, original, $8.50 
CD~1086 POWER CABLES, connects RT-77 to 
DY-88-105 or GN-58, 44"’ lg $12. 84", 

SPARE TUBES for RT-77 "“used-checked”: 
2E22, $4.50 ea. All others, $1.50 ea. 


~~ LS-F LOUDSPEAKER ¢ ~ 


$15. 


Permament magnet-type has 4" dia 

cone and 4000 ohm matching trans- 

former in metal box; includes 

5S foot cord with PL-SS plug. 4. 9x 
4.9x3.4, 4 lbs. Used, $15.00 

LS-203 SPEAKER, similar to LS-7 

but looks like LS-166 (p 7), $16. :. 


HS-30 HEADSET w/ CD-604 cord, used, $7.50 
T-17 MICROPHONE, used, $7.00; Unused, $12. 


MT-350 VEHICULAR MOUNT for RT-77, $15 $7.50 
FM-85 VEHICLE MOUNT BRACKET, $10.00 


+ LONG—-WIRE ANTENNAS + 


AT-101 LONG-WIRE ANTENNA, 4.3-12 MHz, $10.00 
AT-102 LONG-WIRE, adds 2-4.3 MHz range, $9. 
AT~101 & AT-102 LONG-WIRE SET, 5 lbs, $15.00 


MS-116-117-118 MAST SECTIONS, used, $3.50 ea 
IN-127 INSULATOR BASE, holds 3/MS-116 & 1 ea 
MS-117-118; 14.5" black plastic, 2#. $10.00 
FT-S1iS BRACKET attaches IN-127 to RT-77, $3. 
MP-65S VEHICULAR MAST BASE for MS-116-117-118 
ceramic insulator. 17.5" Lg, 4 lbs sh. $12. 
CP-12-13 COUNTERPOISE, 4 lbs, $12.00 
GY-12 GUY ROPE 20’, $2.50; GY-42 2x20’ $4.50 
M-378 HALYARD, 80’, $6. M-=379,- 104) \.ei550 
SRo-FsF CANYAS BAGS 
BG-172 BAG for long-wire antennas, cables, 
and other accesspries; 13x13x10, used, $6. 
BG-174 BAG, for mast sections and GN-58 
generator legs; 42x10x4.5, used, $6.00 
BG-175 BAG for GN-58, 10x8x10.5, used, $5. 
CW-140 COVER for RT-77/GRC-9, used, $10,00 


ACCESSORY “PACKAGE... DEAL 


for GRC-9, refer to manual TM11-263 
All items shown in figure & page #. 
BG-172 BAG & CONTENTS, figure 5S, 
except without BX-53; 228 lbs sh. #52. 00 
&G~-174 BAG & CONTENTS, fig 6, pil; (3 ea 
MS—116, 1 @a MG~-117-118);3 £28 lbs sh, #45. 00 
BG-175 BAG & GN-58, fig 13 p 15; 26#, #20. 


DY-88 POWER SUPPLY 
DY-88/GRC-9 DYN OR POWER 
SUPPLY, p : 7/GRC-9 
ft ty input @ 
2 m max. Usable 
to ver 


power her tra es) 


Output: 580 ote 


45 me,qsG@_3iV ty MS 
1bs sh. 
WER CABLE, $8. 


same as DY-88 ex- 
used, $45.00 


GN-58 GENERATOR SET 


GN-S8& HANDCRANK GEN- @m& 

ERATOR with legs, seat 

and two cranks; de- 

signed to power RT-77 

transceiver in field 

but other uses possi- 

(An exercise bike for 

those who want something 

more from a workout than sweat!) Out- 

puts 425 VDC 115 ma, 105 VDC 32 ma, 6.3 VDC 
2.5 amps, 1.4 VDC 465 ma from your own (or 
friend’s?) muscle input. Generator 10.5x7.5 
x8; 39 lbs sh. Used, $35r60 $27.00 


(6/56). 
Used: 
page 10 


ne, 6. JeVinw? oO 
Used, $360 $49 ‘ Os 
DY-105 DYNAMUT@R Y, 

cept 24 VDC input only; 
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VERY HIGH VOLTAGE 


DC POWER. SUPPLY wit 
107-125 VAC 60 Hz PRI- 
MARY. TWO OUTPUTS: -5.4 
to 5.75 Kv. @ 140 to 300 
u-A. ONE ouTPUT: -5.] 
to 5.3 Kv. @ 100 to 270 u-A. Size: |2hx2ex44 
Wr: 10 Les. GEF9T63¥2029G6,  Usep, $10.95 


HIGH VOLTAGE 

pc. - pc CON- - 

YERTERS orig—- (igus 

inally a CRT 

HY supply 

module; use in 3 

HV experiments | ee 

or in bug zappers om 

#ULC-14-07C, “ts RX 5-15 VDC 1003 output 4.5 
to 13.5 KV. Also 135-402 V and 70-93 VDE. 
Potted: FTK mfg. 3.2x4.2x1.4, F#, NEW $9.95 


#82-10841-01, input 10-20 VDC 100-2700 ma 
produces output of 10-20 KVDC; aux outputs 

of 64-135 V and 25-29 V. Greater current 
output than above supply; components acqgessi- 
ble-not potted. NEW $12.95 


5. oxoeski. 8, 23 


TRYGON DC 


DC SUPPLIES for the 
military; inputs 105- 

12S VAC 48-62 Hz. Out 

puts regulated 0.01%. 
W/2.5" dia volt- and 
ammeters; 6.5x19x15: 
#PP-4464 (Trygon M15/15A), 
0-15 amp; 70 lbs sh. Used, 


“SUPPLIES 


output 15 VDC %3v 
$125.00 


#PP-4466 (Trygon M4.5/30A) 
O-30 amp; 65 lbs sh. Used, 


output 4.5 VDC tiv 
$65-00 $45.00 
ER SUPPLY 
COMPUTER POWER SUPPLY 
with popular outputs 28 
vpc 9.6 amps and regula 
ted 5 vpc 5 A, 12 VDC 
5A, -12 V 2 A, -6.8 V 
0.8 A. Operates from 100: 
125 VAC 60 Hz. Supply has 
many useful ects iN such as trans- 
former rated 39.8 VCT 8.5 A and 22.7 V 12 &, 
front panel w/(4) 10x2- 7/8x1% heatsinks and 
six 2N3055 transistors, (2) KB25005 bridge 
rectifiers, capacitors (3) 51000 mf and'‘one 
19000 mf 40 VDC, regulator PC card, other 
parts. Made in Canada for NCR. 10¢x14x12, 65 
lbs sh, #M32-01-775, $29.95; 2/350. 


SOLID STATE POWER SUPPLIES 
rated conservatively and 
constructed on rugged 
steel frames. Units have 
front voltage adjust +10% 
running light, AC reset. 8 
Also adjustable current : 
limiting and overvoltage protection. power 
input: 115 VAC 60 Hz. Removed from equipment. 
Add $10.00 to prices for "checked" units. 
RATING SIZE Sh Wt 
A ) IZ. SK7xTS.S 


DUAL POWER SUPPLY, same style as 

36 V 14.7 A and -—32-236 V 10.3 A; two inde- 

pendent regulators w/common buss. 20x12x14, 
125 lbs sh. #450, $60 $45 


12 VDC FOUNDATIONY 


COMPUTER POWER SUPPLY provided 
12 VDC 3.5 amp & 4-S VDC 17.5 
amps output with current limit 
and OVP from 115 V 60 Hz input. 
Units less regulator cards but 
otherwise complete. 4 


Good basis 
for your custom supply. 6x8.5 
*14, 34 lbs sh. #9566-LC, -used, $17.95 

> *~ * a + > > > > oP > > > + 2 a > > + 
CRT LOW VOLTAGE SUPPLY, 10 YDC 1.75 output 
+/-1 V from 115 VAC fused input. W/cover and 
plug. 4x6.3x10.5, 134. #LV-HFE, used, $5.95 
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COMPUTER SUPPLIES 


COMPUTER POWER SUPPLY, 
voc 15 amps and +1 
115 VAC 60 E2Ux 
tor | 


; 30 1bs. #MAq2149)" . 
* gep-2266 SISk DRIVE | SUPPLY as 
nove bit t9°V 5 A, 424 V5 A, 
LAs’ Wilton mfg. $24.95 


DC REGULATOR BOARD 


FOWER SUPFLY REGULATOR 
BOARD for supplies +9/-5 
regulated 2 amp and upto 
24vde unregulated. W/cap- 
acitors 2/15000 mfd 15 ¥V, 
3Zz000 mfd 30 vdc,. 2/KBPC Pm 
bridge rectifiers, two Wee Metter 
2N6576, 2/2N4441 SOR. Regulators fixed er- 
rapsulated circuit boards and replaceable. 
7.75%46x4; = lbs sh. #MEND-REG-SV, NEW. $6.50 


Eee MODULAR SUPPLIES 
: ie oa 


' AC DC #ECVSN6é-1 5 VDC & AMP 
MODULAR SUPPLY, +0.905 line and 
load regulation from 100/117/ 
220/23/240 VAC 47-440 Hz input; 
4.9x5.6x2.5, 5S lbs. ‘NEW £17.95 


ACME ELECTRIC 15 VDC 
5.5 AMP SUPPLY, volt-— 
age adjust +0,.75 V3; 
+0.1% line and load 
regulation from 115/ 
220/220 VAC 47-440 Hz 
input. Also remote 
sensing and adjustable 


OLP. 9x4.9x3, 8 lbs. #APH1S-6.5, NEW $22.95 


OPEN FRAME SUPPLIES which 
can be used as-is or taken 
® apart for excellent parts 
’ values; 115 VAC 60 Hz input, 
32 lbs sh. All unused: 
#PS-3REG SUN SUPPLY, features 
two modular regulators 12 VDC 4 amp and one 
5 VDC 8 amps max. Unregulated DC outputs 15 
VY 15 A and 15 V 2 A. AC outputs 50 VCT 2 A, 
54..V.'2. Ags 30).V a2 Ay yand 6.53) VV 32 4A.) Nice 
10x12x3.5 chassis; o/a 10"H. Unused, $24.95 
aa > > + > + > +> > ad > > > + + +> > * > - 
#PS-1415-NR SUN SUPPLY, unregulated DC out- 
puts 14 V 15 amp, +22 V 4 A, -22 V 4 A; AC 
outputs 19.3 V 1 A, 30 V 1 A. Includes 5.5x 
4.8x2.6 and 1.5x4.8x1.3 heatsinks w/200 V 
25 A rect-bridges and capacitors; no regu- 
lator modules, 20 lbs sh. Unused, $14.95 


DC FOWER SUPPLY provides 
10 VDC 15 amp and 4.5 YVDC 
z.5 A outputs from 100 to 
127 VAC 60 Hz input. Wire 
output in series for 14.5 
YVDC at 3.5 A. 7x12X4.5; 
17 lbs. #PX-2929, $14.95 


CASH REGISTER FOWER SUPPLY 
has outputs +6, +10, +15, —24 
VDC from 115 VAC in. Also 6 V 
gel-cel battery, 6x4.8x1.5 
heatsink with 4/TO-F trans- 
istors, ang regulator board. 
8x8.5x7.3, 22 lbs sh. Origir 
#202550A unused AS-IS $25 $14 


LAMP POWER SUPPLY, an item for 

the experimenter whe finds the 

120 VAC 20000 Hz out from 120 VAC 
60 Hz input intriguing or finds 

the supply a good source of usable 
parts. Consists of two 6x4x1 heat- 
sinks each w/2NZ0S55, transformer 
w/2-4 YCT SOO ma outputs, ferrite 
core autotransformers, FC board. 
4.8x2.5x3.5, 9 lbs. GE#9TS9Y1500-G4, 


ers. Filaments checked but not guaranteed. 2 


JAN 218 RECTIFIER TUBE, 1/2 ~~ 
wave high vacuum; jumbo S- 

pin base. 15$"Hx5* dia $10. # 
250TH-R TRIODE w/bad filament 
4-pin base; 10"Hx52 dia, $8. ~ 


JAN 705A RECTIFIER, 4-pin 
base. 5H x 24" dia. $5. 


JAN 715B PULSE AMP TETRODE 
4-pin base, similar shape 

as 705A; Sa"Hx2s" dia. $6. 
WESTINGHOUSE CL=2 TUBE WITH- Ps 
IN-A-TUBE, 12$"Hx2" dia $7. ° 


EIMAC 2-450 
, high vacuum HV 
te aol rectifier, 30 : 
, 4 KV peak; 7.5 V 25 amp 
fil. Magnificent 
3.3"Hx4.3" dia; 6#. Unused. 
$17-50 $12.50; if TESTED, $125. 


large glass! 
NOT tested, 


MAX. PLATE: . = 
Cap: G-F 2.73 P-F 0.45 G-P 2.5/— 
WU 18 GRID CURRENT 20 MA 


TeLEGRaPHy 35 W \y \L/W/oata, 


UaISEDS 
TELEPHONY 20W it $2.00 EA. 4 


FoR $6. 


REGULATOR MODULES from the Sun 
supplies, each with current | 
limit and voltage adjust. 
Includes bridge rectifier, fil- 
ter capacitor, two 2N3055 or 
equal and 723 regulator; 2 lbs. 
#SUN-REG-124, 12 V 4 A; 2#. $10. 
#SUN-REG-58, 5 V 8 A w/OVP; $8. 


COLECO DISK DRIVE POWER 
SUPPLY for ADAM system; 
transformer type with 
outputs +5 V 3 amp, 

+12 V 2.9 A, —-S V 200 
ma, and +18 V induc— 
tive 1 A. 115 V 60 Hz 
input. With cords and On-Off rg 
10 lbs sh. #COL72559, unused, $12.95 


ee 


Tizanoeee 


CIRCUIT SUPPLY MODULE 


Pa 


— 


POWER SUPPLY MODULE with 

3-conductor card, fuse, — 
input switch, 
Thee ‘Ailes 


MICROCOMPUTER 
TWO 3-TERMINA 


VDC |.25 AMPS. WITH SCHEMATIC. SIZE? 


- 


aE 
> 


ates 


3kx58x4; SHPG. wT: 10 Les. #ECRPS-744, se. ce 


originally used in Xerox 
equipment but usable to La 
power R-392 receiver and 
other equipment. Requires 
105-125 VAC 60 Hz input. ' 
4x9$x8%, 20 lbs. #45-50154,, 


aa 


used-checked, $24.95 me Ut 


PRINTER POWER SUPPLY 
Has AC 
outputs 2/24, 6, 18, 42= 
2 14-0-14-42 V from 115 VAC 
.60 Hz input. DC rectifica- 
tion required for proper — 
voltages. A1s0 Raa line filter for external 
fan, relay for cover interlock, and two fuses, 
11x6x4, 18 lbs sh wt. #803-101, S1#-35_ $9 


230 VDC TRANSISTORIZED POWER 
SUPPLY, 115 VaC 60 Hz input. 
Units marked "200 VDC" but 
they test at 240 VDC 300 ma. 
5x4x5, 15 lbs. #3930, NEW,, $28 


- 


"so SABP1 30.00 
5.00 ‘SBP1 7.50 
5.00 SBPiA 20.00 
SPP1° 17.50 SBHP2 45.00 
Pisi 3.00 SCPi 7.50 

DPl 6.00 5EDP? 22.00 
7 20.00 SCLP11 35.00 
6,00 SFP? 12.00 
20.00 5SFP14 15.00 
3.00 53P1 15.00 
+ 922.00 5JPl “12.00 
12.00 SHP1 15.00 

ut m4 SUP? 30.00 
25.00 73P7 16.00 
40.00 7CP7 15.00 


Oe Aiea ae eS a 
DEPS1 FLAT-FACZD CRT, used 
Heath scopes; replaces 
JP1 with simple socket ~ 
ring chanze. NEW »3& 317. 
SOCKET for SDEPS1, ¥2.50 


| CRT’s for TEKTRONIX SCOPES 

_used-checked, no burns: 

| #TS1iP2/5BGP2 £/531-535, $45 
54P2/5BHP2 £/541-545, $45 
54-0183 £/545A, NEW, $65 
54-0221 £/555, NEW, $75 
T5810.for 581, 585, $65 
Others available. WRITE! 


Checked $2.00 
Unused, $3.50 


PECIAL 


2050 5749. 


5726 6112 
5727 6201 


3C22 Un 10. }954/955/956/ 


933/807W USS 
6159 "0 4. 


717A Un 7.50 ]Unused $3.50 


807 U 92 f- 
814 Un 8. 
829B U 10. 


832A U 8. 6DC6 Un $4. 
837 U 3. Pe 2BY7 Un ea. 
6L6GC, National, 
6146B/8298, GE, 


: Popular TUBES "pulled-out" 
Ase eee eee? SG Of equipment--NOT TESTED/ 
NOT GUARANTEED! 
4 HEAP when purchased in quantitites indicated. (Prices 
| for one tube type per quantity!) 10/S$8.00 
re) 3 phe 1S5 1U4 3AS5 304 305 384 SY3 6AC7 GAGS GAKS GALS 


EN USING YOUR CREDIT CARD WE MUST HAVE THE NAME OF THE CREDIT CARD, ALL THE 
UMBERS AND LETTERS ON THE CARD, EXPIRATION DATE AND NAME OF YOUR BANK. 


ewe me eee ee ee 


INDUSTRIAL FUSED, $1.50; UNUSED $3.00 
3B28 U = $7. 
26Z5 =U 6. 


7077 Un 40. 
7587 U_ 16. 


U=USED, CHECKED; UN=uNUSeD | 2X* Used, $1.50; unused $5 
PR Pda vd 2E24 sh name eee 35% 
2 Un 18, |2E26 $3. $5. 


865 Un 7.50 
866A U 4.50 


1625 U 2.50 


100/$50. 00: 


USED, $1.75; UNUSED, $3.50 


OD OAS OFF OBS4DES 093 024) "50. Saar tomes only 


1A3 | ad 1A5 1 A6 LAT IRS |R4 USED, $2.50; UNUSED, 


if EA ka See eo BGT G8 IRE a IFO ceca Siler eee med toe eee ae ae 
Bee ier at hee een hice The le ae i LA aN) SRD eee ee ee | ap cn 76 a7, oe 
“S672SL 5763)/6080 U 4.50}ing |p5 jR4 IR5 192 184 1S$5 OK4 6KE 6K7 6KE 64 655 $7 256 76-8 27-5978 
bla aR mins terrae 1S tee the WO ALA LAG” 1s OUD .e eT Oe Oe eee OT ee ee eicen 
S678SL S$840]}6082 Un 8 Hi 65 11¢c6 ILH4 ILN5 6N4 6N7 6R7 618 GT7 614 USED, $3.00; UNUSED, 
5687, 5963 ]6146A/B U 7. 6U6 688 GUB 6Y6 6VB EV7 26 37 46 47 75 
S725 6005}6922 U 4. USED, $1.50; UNUSED, -$3.00 |. 6V3 GW4 G6 6Y6 627 6X5 714 UNUSED~BOXED, 


+ + + ti re + + + + + 


3A4 3A5 3B4 3Qt 384 6X4 6X8 624 


USED, cHkD., $2. UNUSED, $3 


7A4 7A5 786 7A7 7A8 7B5 
7386 787 7B8 7C4 7C5 7C7 
TED KT IT 717 1K 
7V7 WT. 707 7S7_N4 
724 7ADT TMT TAH? TAG? [---  -- - 


| ate a0 ae ace ae 
BP ee : 14k 
USED, $1.50; UNUSED, $3.00 1497 |4W7 2807 


USED $2.00; UNUSED $3.50 
SA6 SR4 ST4 STS SU8 SV3 
SV4 S5W4 SY3 5X4 5Z3 524 


$7.00 ea; if unused, 


GASH GAS GAS? GATE EAUd 
GALE GAUG GAN? GAYS AWE 
6AVS GAVE 6Ax4 
6RAI! 6805 6PC8 6RE3 

6BH6 6BU3 6PK4 EBKE 

6BK7 6BL7 SB4 62N6 6PQ7 
OBE ERUB 6P25 6827 
6CFE 6063 6CG8 


6CS7 CUS 6CUB 6CYS 6CY? 
6CX8 6044 6DE6 6DKE 6DK7 
DGC 606 6UN6 60N7 


[2K8 12L6 4207 }2W6 12x3 
1273 124C6 12AF6 |2AH7 
}ZAL7 |2AU7 12AX4 1 ZAX7 
}2AZ7. }CBA6 12BA7 | 2RES 
| 2BF6 12CA5 
G6 125F 5-1 2567" 1 OSHF 
wt E2SK7: 12SL9-12SN7 
OSR7 12AT7 12AU6 12AV7 


Un 4.50 


wen 
es 


NEW $4.75 
NEW $14.75 + + 
2C39A, 6 V fil. 
3CX100A5, 6 V £11. ’ 


2C39A, unused, 


+ + eh ee + + 


USED-CHECKED $2. UNUSED $3. 


8B8Q7 8810 9KZ8 |OEG7 10DE7 
15KY8 17D4 | 7BFII 17Aax4 
17GW6 170G6 19AN4 |9T8 
21JV6 2IGYS 22JM6 27GB5 
25L6 25W4 25DN6 25BQ6 2525 
2526 32L7 3585 3505 35L6 
35A5 35Z3. 3524 45zS5 35Y4 
50A5 socs 50C6 50L6 50X6 
5OHK6 70L7 12774 11724 


But prices 


4-12S5A/4D21, (U.S.) 
4-400A, (U.S.), 
4X150A, 6 V fil., 
4X150D, 26 V fil., 
+. + > al > id al > > > 
1N2637 SOLID-STATE 
MENT for 3B28/866, 


OFS GMT. 6SF 
GH 6GK5 6GJ7 SGNS C6 


SUT 6JUB SK 
6KZE GINS 6807 6LUS 6SA7 
6sG7, 6807 6SF5 6SH7 697 


CRT TUBE SHIELDS & 
CRT # SHIELD 


6SK7 GSL7 6SN7 6SR7 6ST7 | USED-CHECKED, $3 ea: 26A6, 3BP1 $4.00 
6SU7 6ZY5 26A7 26D6 2656 26C6 pee 4.00 
BP1 


-USED-CHKD $2.50; UNUSED »4 
9001 9002 9005 9004 9006 


SCP1 5.00 


1016 E. EUREKA 


Ladéo Sates Cae.., uc, ays BOX ue 


CATALOG 
STOCK NO. 


i TERMS: Our terms are cash. All trade 
id cash discounts have already been 
cted in our catalog quotations. We 
fe the right to_ hold an order ac- 
sompanied by personal or company 

k until after check clears the 
; All prices are net, f.0.b. shipping 


Please allow for shipping 
charges. Items over 70 Ibs. 
shipped via truck-freight 
collect. Consult your local 
- motor freight office.- 

i -ORTANT. ‘Any correspondence not 
connected directly with this order 


nee 


wi speed handling of both order 
‘S ea RP - Sh is id rs... 


Please Print Clearly 


be placed on a separate sheet. 


State 


ee 
Hee eer 


Many other tubes in stock. No complete list available. 
elle em je ee Se) ben © eee eee | WRITE us your needs. WE WILL SHIP “USED-CHECKED" TUBES 
IF *UNUSED" SOLD OUT, UNLESS YOU SPECIFY *UNUSED ONLY" 


4E27/5-125B, unused 


OLD TUBES as available 


$4.50 

34 35 
43 48 
79 


+ + 

$5. 
80 81 

$6.00 


+ + +e + 


ANTIQUE GLOBE TUBES, 
used-checked, $7.50 each: 
224/324 © 227/327 
201A/301A used-checked $12. 
Other "antique" globe tubes 
in stock, Write your needs! 


"EYE" TUBES, used-checked, 


$il ea 


6ES 6US 6AF6 GALZ 1629 


957/958 GLASS GT-types only 

1616/1619 | 64P4 6AB7 GAHG SAC7 GAFZ |USED, $1.50; UNUSED $3.00 Et yeh bak) Pee ee 

1624/1626 6AF4 €AF5 6AFO ¢€ \ erat cae hc $2. neat oes 

Used, $2.00] 6AH4 6AK5 GAK6 6AI 5 648 6B8 6C5 6C8~ 6F5 
eNOS eA GANS... 6AR6 {245 {2A6 1248 12C8 12B4 | 6Fe GF7 6FS 6HE. 655 

See aii fe , 1204} 2H641 295) INF OK 1637. 6K7  6KB,” 6L7.~ “GN7 


6R7 6SC7 6SA7 6SD7 6SF5 
6SG7 6SJ7 6SK7 6SR7 6SS7 


POWER AMP TUBES, used-chkd 
unless otherwise noted; 
{stt)=subject-to-your-test. 


+ + + + 


$7.50 

$9.00 
$18.00 
$35.00 
$35.00 
$65. 00 
$18.00 
$15.00 
+ - * 
REPLACE- 
$12.95 


SOCKETS: 
SOCKET 
$2.50 
2.50 
2.50 
3.00 


LIMA, OHIO 45802-1105 
Tel: Area Code 419-227-6573 


Page Total Price 
F202 louantiy DESCRIPTION Aaa This Cowumn| No 


WE SHIP 


PARCEL 
POST 


[-] Bus 


C] FREIGHT 


[] air 


[_] Best way 


Ours - 


inctude surticient | MINIMUM ORDER $5.00 
aie Tage TN 
Please send cash by i (Ohio) 


registered mail only. For Postage 


FILL IN AMOUNT and 
ENCLOSED “ Insurance 


Due 
from Revo] | 
Order 


CAT. WS-88 


eet 
40l JR FAX LINE 1-419-227-131 
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3 


ix 


gee 


LL Ot as cee ¥ me » 1500 ohms, con- | OPEN FRAME a4 - | 25 amp @ 28 VDC/ 

.: tact adjust. APST, 24 VDC ame ce " 115 VAC contacts; 

be i 2.8x2.3x2.3, 1#.] 67 ohm coil; a solder terminals. sas 
tal. KR5757_ 32.50 "Nae > | Gee #RN39/1901, re- | approx. 10A | ty 1§x3x12; Kurmelec Ey 
4PDT 120 VAC, 3 AMP pea moved £/equipment, $1.50 N.C.contacts.,2)) 9m #26820 2054 used $4. Holes me 
contacts; 28 VIC 3 “SRT pds Sa Mh era MORON PEE Le NL ie 3.1x1.4x5.15 seecnee i 
A RES, PLuG-#N SOLD- SENSITIVE RELAY, 300 ohm beach! 820257 266g) RaW F503) be FOS RWIUOIAg aloe — Papeete 
ER. £xIxlz, #KH4695, $1.50 coil res; operates @ 2.05 Sy CURRENT | 
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DELTROL 1OSML MAGNETIC LAT- 
CHING RELAY, one SPST norm 
open; other SPST norm clsd. 
Actuates 15 VDC min. Octal 
base. 2x3gx2, removed $3.95 


Oe ee ee ee ae ee ee ee 


SPDT & SPST octal 28 VDC 1 
A contacts; 0.9 ma pickup, 
O.1 ma dropout. #GH-2925 $3, 


re ee ee ee ee ee 


4PDT 48 VDC 3700 ohm coil; 

1-5/8x2. MHX4069 used #1. 

PDT 26 VDC 675 ohm coil, 2 
amp; sealed, solder hooks. 
3/8xix$, #30-01G used $2.00 


DPDT 26 YDC 450 ohms, 2 amp 
res; sealed w/solder hooks. 
0. 9x0. 9x. 09. 


a re ed 


OMRON SPDT RELAY w/24 VDG 

650 ohm coil; 2 A contacts. 

ll-pin solder/plug-in lugs. 
i ; #OM-MY3 unused $2. 


Sealed SENSITIVE 
RELAY, 50 ohm 28 
Ma cOil; DPDT con- 
tacts. Solder 
hooks; 1x1x24. 
#R400-2B-50, $2.95 


90 V 60 Hz SPDT 
octal KA4187 #32. 


VDC, operates 
at 15 V; holds ¥ 
at's Ve ogee 
1-3/8x2, 2 1b. 
#5533/HK22, removed, | 


BORA REA 28 


ROTARY RELAY 28 VDC 4-wafer 
-w/120 V 60 Hz 9 horiz-shaft; 1/2-break, 2/ 

watt coil; 1/8" _ l-make l-break, 1/3-make 2= 
orifice, 112"L oe break. 3-1/8x2x2 #K101/6 $3 
‘hose. SER-GH 90 psi; Lbs. 


PETER PAUL VALVE 


ALARM PC BOARDS 
» w/soldered re- 
lays, 3-LED's, 
. transisters, 
eto; 4pxléx6 
#556015, 2- 
Sigma 70RE22ST-1000 DPDT 
12 VDC relays w/2 A 28 VDC, 
115 VAC contacts; $3.25 
#556168, 2-P&B R10S-E2~-Z4: 
J500 sensitive relays, 500 
ohm 9 ma coil; 4PDT 2 emp 
contacts, $3.75 

#556-01R, one P&B R10~-E49+ 
04-3 4PDT relay, 12 VDC 
1000 ohm coil, 2 A; also 
Klixon 2 A cir-breaker, $5 


SPST 24 VDC OPEN 
ow contacts; 3-1/8xl. 
xl$. #B-2A-OPF unused 


- i Sa 


28 VDC; sin- ' 
gie wafer, no | 
unused con- 
tacts. Shaft ; s 
arm. 2x i eee a 
#93002-32, $2.00 
4PDT RELAYS w/ 10 
amp contacts; 2x 
Me, 1.8x2. Used: 

© #DOX-137T, 24 VDC 
230 coil, $2.95 
#DOX-187, 110 VDC 
5000 ohm coil, $2.25 ea 


POLAR RELAY, Type 
255A, various man- 
ufacturers; black 
or grey case. : 
ex5ixee, 3 lbs. ’ 
#D163119A NEW $3.25 


“Metal cover 
& term-lugs. | 
NEW 


— x2.3; 1#. 


ims y es + 
P&B DPDT OPEN FRAME 12— 
coil; 120 VAC 10 A conti 


12 VDC CONTACTOR 
eSPST n.o. 28 VDC 
= SO amp contacts; 
27 ohm coil. 
BISHLY!KZHS, 
sh; used. 
#RE/MT-GRC, $5. 


12 VDC 4PDT re-— 
lay similar to 
P28 KHU-Series. 
-115 VAC = amp 
contacts; sold- 
er or socket-type mount. 

#4CH12D, NEW, $2.95 sgt lene Ags 
Se km to sre ne chen rs ae Se oe type rated 24 
VDC 300 amps; » 
4x4xn3, 4 lbs. & 
GE#3GTR72E4, . 
waren ee ee eee unused, $10. 


MAGNACRAFT SPDT, 12 VDC 10 i se, 

amp contacts, 100 ohms. se) OPEN Wy SPDT 
Open frame; 12xlixl. oY hip aL Sc 
#B8X-150A NEW 250 « = A 
eee $2.50 o80) SPOR ITS VAC. 1oxtxt=3/E 
wee §=SENSITIVE RELAY | #5945-233-|398, $1.25 
SPDT 6 to 12 VDC 


#K23/ARC5S8 $2. 


STRUTHERS -DUNN 
* CONTACTOR, 12 
VDC coil 24 
* VDC 50 A con- 

* tacts. 3.3x 
3.3x2.8, 2# sh 
#KS5722L $4.50 


GUARDIAN DPDT 115 Vac + 
10 A; solder terminals, 
lastic case. léxlgx1¢ 


DPDT CERAMIC RE- a 
LAY, open frame; {Soares 
115 VAC coil, 10 4 (soem 
amp 115 VAC con- §o¥e up 
tacts. 3.6x2.4 

x1.6, 2#. #RY3/610 used $20 


SOLENOID, 4" ig 
Max draw approx™ 

-very strong. Coil res ap 
prox 0.75 ohm; we rec 


DC supply for this. R 
quires 1® threaded di 
for mount. 4xlf$ dia 


115 VAC 60 Hz COIL 


ae 9.6-15.8 VDC relay 
BON, a ee Ode, Leer ee P&B PR-80164 OPEN 4p +s== | 206 ohm coil; used7, 


r : EAE ape wate Mia itric. yeni tah | eyes eis Ay ; bi a ‘ “4 } 
Bigret gry 20 sar 12070 | aeeaummty a ee aaah eg | a caiverss #/aoicer | come coe Naa 
x ; os , +d , o * 
plastic case w/mount tabs. glad, bese ied aed atone ten bb 120 VAC 5 A. 2bx or socket connections. 1x1 532935 4 ners 
#187-321200, NEW, $3.50 SCEAGUS Godt Medea 2éx2t, unused, $2.50 xZ. New, $1.50. 24/$25.00 t 


CATALOG Page , Total Price | 
STOCK NO. No. Quantity : DESCRIPTION 1 Price Each Add This Column | 


‘ 
Y. 
A. 
4 


MS fy >. 


us duty. Upto 52.8 lb-in 
arting torq. @ 700 watts 
20 duty. 7S size: 2#" dia 
-7/8" with $"x3/e8" dia. 
shaft. 4 lbs. Unused, 34.95 


» LEDEX 24 VDC RO- 
| TARY ACTUATOR, 
Ri, 307 in- 
AE q dex, 20. coil. 
two ceramic wafers, one 
posi- 


ith contacts for breaking 
oil circuit. S"L shaft for 
ding more 1-7/8" wafers. 
}O/a 7.5x2.3x2.8, 1 1b sh. 
| #RS-S1102, unused, $6.95 
bt ht te te He He He He He He +H 
| 48 VDC ROTARY ACTUATOR, 30° 
index, 7OfMcoil. One fiber- 
as wafer w/4 shorted con- 
cts unless "selected". 


7/8" wafers. O/a 3x2.3 
.8. #81840-123456, $4.95 


mer, 250 mfd 50 VDC cap. 115 


|VAC 60 Hz input. 73x3$x3i, 
3 lbs sh. #140-P197C $6.95 


+ SIGMA DC RELAYS; 
m OPEN-FRAME, 2 AMP 
CONTACTS, [4x2Ex14 
-Removeo F/EquIP. 
#41F500SIL & VDC SA, $1.25 
#41F1000SIL, 12 VDC, $1.50 


GUARDIAN ROTO- 
MITE STEPPER, 
12 VDC 12 posi 
., tion 3 amps 
Yresitive. 3x 
12P-12D NEW $4, 


T PLATE RELAY; 
aled metal can, 


ket. 2.5x1,5 
-4, unused, $2.00 


¥ > VDC, other 48 
MaianesT VDC. PCB mtg. 
$xzxld; #116-2601, $2.50 


MOTOR DRIVEN 
SPST RELAY 
normally open, 
115 VAC 60 Hz 
: 10 A contacts. 
‘synchronous 115 VAC 4/5 
'motor’s cams can be set 
make contact over 30-60 
Sc range. Provision to 
ng out shaft. 2.5x4x2, 1 
. #N17R-68292, unused $5. 


 E-T-A CIRCUIT RE- 
‘SET push switches, 
type 45-700-FP. Fits 
into 3/8" hole; re- 
quires 2" depth. 
0/A lzx2$x4; Used. 


ott " 


15 A, $2.50 | 


STEPPING SWITCH 
S-deck 20-posi- 

tion 115 VDC 

Clare type 20 qa 
6x6x2, 5 lbs. ages 
#AZ20750 $10.3 gf 


#7709181-P6, 
9-deck 25-pos 24 VDC $7.50 


SOLID 


STATE 4 
RELAYS , é 
control 7 


voltage 3 to 30 VDC which 
controls 140 VAC 6 amps; 
1.2x1x1.1, Grayhill mfg. 
#70S2-O04B-O6N, NEW, $3.25 

+ + + te +e He He He He He + 
TELEDYNE #601-1003, control 
volate 3 to 10 VDC, 140 VAC 
5S amp load; 2x1ix1. NEW, $3. 
P & B SPDT PLUG-IN TYPE 
RELAY WITH 24, VDC colL. 
120 VAC 10 &. contacts. 
#KUP 14015, w/sockeT, $2.95 


AC. CONTROL RELAY, 120 VAC 
coll; SPST N. oPpEN {0 A. 
AND SPSEN. crisod. [0 A. 
CONTACTS. SEALED CAN, SOL- 
DER TERM. 3 STUD MTG. 23x 
laxl. #7321/6717, $2.50 


*¥ KK KK KKK KK kK OK OK 

DOLLAR DAZE RELAY Bs 

PC BOARD, 3-SPDT stoeoes: 

12 VDC relays in 

1x5/8x§ plastic oases $1.50 
RHEOSTATS 

RHEOSTAT VALUES: ... 

FuRST SET OF 2 ; 

NUMBERS AFTER 

RHEO-PREFIX IS 

THE WATTAGE. 

You INDICATE 

DESIRED OHMS 


IN SECOND SET. | 
SCD= SCREWDRIVER ADJUST. 


#RHEO-25W- (ohms), 
3 6 7 
iS ke] 8) 
175 


$1.50 ea: 


60 
200 
300 350 400 500 
600sced 1K 1500 2500 3500 
SK 10K (DUAL 50fj$3) 
++ + +H He HF +H HF He Fe FH +H HF + 
#RHEO-SOW-(ohms), $2.00 ea: 
5 10 15 ay 
18 20 30°) 35 150 
200 225 S500 10K 
DUAL 35 $4; TRIPLE 2.8 S36 
+ + > nal 4 > a + we. at > + ap ‘al 
#RHEO-75W- 16 25 100 $2.50 
#RHEOU-100W- S 20 125 1K $3. 
#RHEO-150W- SOQ 750 $4.00 
#RHEO-225W- 2500 chm $6.00 


PURUS  ES SOKO A See’ 
#CFPB00/50K, SOK : 
ohms 12-step ies 
S%, used $4.50 

#TBO0/S0K, 10- ‘ 
step "T" 1% $7. 


xx xX 


MIRRA 25 WATT 
- . "ANTIQUE" POTS w/ 
Wie o%e knob and pointer. 
. me Looks like those 
. -~ used in 1920's 
radios. Specify ohms: 6, 
250, or 400. Unlsed, $4.50 


_10-TURN HELIPOTS © 
2"Lx1e* dia; i* 
dia shafts. Used. 


30K 
3% 
SOK 
3% 


ohms 3-term 

1/2"L shft $3 

ohms 3-term 

1/8"L shft $3 

100K ohms. 3-term 

5%. 5S" shft ‘NEW $4. 

* * - *. * * * * * * * * * * 


RB-DUODIALS f/above Used $5 


++ RADIO COLLECTOR’S ++ 
DIRECTORY AND PRICE GUIDE 
by R. Grinder & G. Fat- 
hauer; 1921-1941 in list- 
ings, commentary, pictures. 
351 pp; 3 lbs sh. $15.95 


REED RELAY 

CIRCUIT BOARD, 

3/500 ohm and 

one SK ohm 

10-15 VDC reed 

relays w/large 

1/8x1/16" con-'=™ 

tact area. Also one 26 VDC 
DPDT sealed relay 3/8xix7/8 
#792-312, unused, $3.95 


CRYSTALS 


PT<241 CRYSTALS f/BC-604, 
684; channels 0-79, No 
choice 3/$1. Choice $1.50 


200 KHZ FT-241 XTAL, $3.50 


1000 Khz CRYSTAL, temp. cos 
eff. 0.0001% ($10 Hz/*c. 
Octal base; f/BC221-TS323- 
IM21 freq. meters. Socket 
virins may be changed. $12. 


FOR’ CR-26 CRYSTALS 


OPERATES FROM 6.3- 
2 NV. 


mm FOR OWE CRYSTAL AS 


" USED IN R-394-257 
Receivers. $1.95 


MoTOROLA#251B1003 FoR Two - 


CRYSTALS AS USED IN 7-278- 
208 ETc. TRANsMITTERS$2.50 


3.6 MHz CRYSTAL OVEN, octal 

based unit has CR-28 type 

crystal; 110 VAC. 
#YS01/FR-5, used, 


12.0 MHZ CRYSTAL OVEN octal 
based unit has CR-36 crys- 

Salge24 VDC. 108% 1.3"%2) dia; 

#XTL-MD203, used, $4.92 


AN-3160 PUSH-BUTTON 
aircraft circuit 
breaker, 24-30 VDC; 
Sor 10 amp, $1.25 ea 


HEINEMAN MOD=L 

AMI2HK, 23 x2ix2d 
12 VDC 3 A $1.25 
50 VDC 3 A $1.35 
50 VDC 40A 41.50 SSREEaw 
AMl2 115 VAC 60 Hz $1.50 ea 
AMPS: .93, 1.75, 4.2, 5.15 


-«IRPAX UPL1-11-676 
65 VDC 45 A; delay 
51, trip 56.25 A. 
2txfxet. NEW 33. 
#UPG1-1REC2Z, 65 
Vpc 1.25 emps; 
delay 51, trip | P 
1.57 amps. Aux switch 10 
amp 250 VAC. 2xfx2d, $3.00 
HEINEMAN AM33MG3, two pole 
115 V 10 A; ldxeixad $2.50 
a, “HEINEMAN CD2 
type CIRCUIT 
BREAKERS, 
ganged two 
pole; 4£x2x4 
2 lbs. NEW 
##CD2-Z10-1, Rt 0.035 A DC 
Cur P, Lt 68 A270 VAC 60 
Hz Cur 3. $4.00 
#CD2-274=2, 10 A132 Vac 
60 Hz T.D. 23 125 A 10 VDC 
ToDo $4.25 
#CDZ-A3=DU, two 18 amp 240 
WAC T.D. 1. $4.50 


P&B #375-207-101, 7 amp 250 

VAC or 32 VDC max. Recessed 

button. $x1$xld. NEW, $1.25 
' 


HEINEMAN CIRCUIT -BREAKERS: 
#AM2511M6, 230 V 3.7 amps 
Sgx3ex1, used $2.25 ea 
#TA2-A8-A, 240 VAC; hold 
A, trip 21.25°As S26 


MAGAZINES 


We carry current issues of 
CQ $2.50 -QST $3.00 
Ham Radio $2.50 73 $2.95 


ac/DC,OCTAL 


4ntl exes 


BOOKS & 


$4.00 each $5.00 each 
ee eK KK RK KR KK KR OK 
AM-598 FR=1175 
PP-867-868 FU-143¢C 
-869 RD-60 
AN/GSC-1 
I-208 
AN/PDR-37 


$7.50 each 


PP-846 
DY-95-98-100 
ARC-27 0.1. 
ARN-59 0.1. 


SX-28 repro 
BC-652-653 


35.00 each 
RT-66-67-68 
RT-70 
AM-65 
R-520 (mil- 

zenith 

Transoceani 
BC-191 
BO-375 
RU-19 
BC-221AH only 
PP-281-282 

484 repro 
FP~804 
PP-109-116 
iy-26 


AN/VRC-7 
BC-1000 
BC-1335 
AN/FRC-6 


AN/GRR-5 

R~108~109 
~110 

R-257 


“T=278-416 
AN/ARN-12 
AN/CRT=3 


FGC=-20 & 21 contains TT-98, 
-99,-100 and PP-978, $10, 


SCHEMATICS 


REPRODUCTIONS of schematics 
$1.50 and up. WRITE, 


TESST EQUIPMENT MANUALS 
AN/TRM-1 repro $10.00 
AN/URM-25D repro 10.00 
AN/URM-25F repro 10.00 
AN/URM-26B repro 12.00 
$G-12/URM-48 repro 2.00 
TS-403/URM-61 repro 12.00 
TS-621/URM-52 repro 10.00 
FR-5/URM- 80 7.50 
TS-510/USM-44 repro 10.00 
AN/USM-50 repro 10.00 
aN/USM-105 repro 17.00 
AN/USM-116 repro 10.00 
AN/USM-117 repro 15.00 
AN/USM-140 répro 17.00 
FR-149/USM-159 repro 10.00 
BC-221 f/most models 7.50 


Reproductions 38,50 each; 
_ ME-6D ME-26 OS-8 
SG-92 TS$-148 TS-¢52 
‘T3-575 TS-582 TS-433B 
TS=497B T5-505 TS-1060 
IP-172B PRM-10 
TV-2, -7 or -10A $10 ea. 


TH G $6.00 TK H $6.00 
W 6.00 1Al #10, 
142 7.50 144 7.50 
1A5 7.50 130 6.00 
131 6.00 132 6.00 


CA partial repro, 8.50 
HICKOK 1805, part-repro $15 
* Ke Kw KK OK eK Kk Ok 

” PARTIAL REPRODUCTIONS 
BC-312-342 $10. 00 
BC-603/604 (SCR-508) $10.00 
SCR-5S09/5106 (BC-620) $10. 
SCR-608/628 (BC-682-6984) $1¢ 
CV-1982/TSC-26 $10.00 


1988 RADIO AMATEUR HANDBOOK, 
SaO@R.@oml FIRST STEPS IN RADIO, $5.00 

OPERATING MANUAL, 
TUNE IN THE WORLD OF HAM RADIO, 
UNDERSTANDING AMATEUR RADIO, 


ARRL 


200 METERS & DOWN, $4, 
FCC RULE BOOK, $5.00 

ARRL LOGBOOK, $2.50 

ANTENNA BOOK, 
AMTENNA COMPENDIUM, 
WIFB’s ANTENNA NOTEBOOK, 
YAGI ANTENNA DESIGN, 


THE COMPLETE DX’er, 
QRP NOTEBOOK, 
FM & REPEATERS, 
theory and instruction on antennas, 
articles from QST, 
$8.00 

$15. SOLID-STATE DESIGN, 
SATELLITE EXPERIMENTER’S HANDBOOK, 
TOOLS & TECHNIQUES FOR ELECTRONICS, 


TECH MANUALS 


Tis: All inanuals include 


maintenance info « schema- 
tic unless noted otherwise. 
O.I. Operating info only 
N.S. No schematic 
repro -Partial reproduc- 
tion w/operating, main- 
tenance info & schematic. 


* KK KK KR KK KK K OK K 
aN/ARC-5 BUNCH TEST and 
ALIGNMENT, covers neces= 
sary info to align R-234, 
R-148, R-25-26-27 recei- 
vers; T-18 thru T-22 xmit- 
ters; and MD-7 modulator. 
W/schematics; repro. 37.50 
i eds coheed ghd eg "ol ad he 
R-105/ARR-15 repro $15.00 
AN/ARC-38 repro 17.00 
AN/ARC-38A repro 20.00 
RT427/ARC-39 repro 10.00 
AN/ARC-44 8.50 
ARC-60 (R19=CV431) 98.50 
ARC TYPZ 12 including 
R-10-11-15-19, T-11-13, 
and related equip. 8.50 
AN/ARN-30 repro 10.00 
R-648/ARR-41 repro 15.00 
AN/ART-13 transmitter 
only, repro 12.00 
AN/APR-4 repro 10.00 
AN/GRC-9 8.50 
AN/ 3RC-10 8.50 
AN/GRC-14 (R-808/T-631) $22 
AN/ARR-52 repro 17.00 
R-395/PRD-1 repro 15.00 
ali/TRC-1 (T-14, R-19, 
and AM-8 pwr amp) 8.50 
AN/TRCO-8 (TSO/R=48) 8.50 
AN/VRC-19 (R394/T278)8.50 
R-391/URR repro 17.00 
BC-AS—229 repro 3.50 
BC-548-J-N-Q repro 10.00 
BC-548-K-L-R repro 10.00 
BC-624/625 repro 15.00 
BC-639 repro 8.50 
30-669 repro 8.50 
BC-779/1004 repro 12.00 
CV-157 repro 15.00 
CV-591 (MSR-4) repro 8.50 
R-140 (HURO-5) repro 10.00 
R-220/URR-29 $12.00 
R-274 repro 12.00 
R-388 (5133) repro 10.00 
R-390 repro 15.00 
R=-390A repro 15.00 
R-392 repro 15.00 
SP-600-JX repro 10.00 
T-195S/GRC-19 repro 15.00 
TCS-12 repro 12.00 
ARMED FORCES CROSS INDEX OF 


ELECTRON TUBES, 8/52; older 
mil-tubes, 120 pp. $12.50 


«we ke eK KK KK KK Ok OK 
A USERS GUIDE TO ARC CORP 
RECEIVERS --by M. Tauson; 
ARc-5, ARC-type 12 eto. $4. 
MAINTENANCE T For Collins 
490T-1 (CU-1458/14669), $14. 
LOW & MEDIUM FREQUENCY 
SCRAPBOOK, 4th Ed. $9.95 
TI SEMICONDUCTOR MEMORY 

BOOK (1975), 272 pp, $1.00 


$21. 


$15. 

wkbook & cassette, 
an introduction, $5.00 
$10. 


$15. 


$5.00 

$5.00 

$8. 
$10.00 


$12. 
$10.00 
$4.95 


VINTAGE RADIO 1887-1929, pic- 


Vee \ Mi echcmee aS S0m men toral story of radio's early 
years; 10004 pictures and 


commentary, 265 pp. Softbound, 


$11.95 


4 FLICK OF THD SWITCH 1930-1950, sequel w/TV, $11.95 
1921-1932 R&DIO COLLECTOR'S GUIDE, listing of over 


9000 radios, 1100 mfgs; 263 pp. Softbound, 


$11.95 


MOST-OFTEN-NZEDED 1926-1938 RADIO DIAGRAMS, reprint 
' of Beitman's book of 600 old radio schematics, $11.95 


R-1170/ARR-5S2A VHF RECEIVER 
162.5-173-55 MHz AM, FM and 
video using 31 crystal-—con- 
trolled channels. 
state sonobuoy receiver 
B consists of five plug-in 


MHz 2nd IF. Conversion pos- 
siblities for 2 meters, 
satellite TV, 

774 CQ Mag.) Re- 


control and 18 VDC. 
SCHEMATIC, 


quires external 
Used, S39755 $29.95; 
partial repro, 


ARC-46 UHF TRANSCEIVER 
RT-29S/ARC-4S UHF TRANS- 
CEIVER designed for light 
aircraft and employs 12 
preset channels 
=399.9 MHz 
watt minimum transmitter 
Receiver IF’s 


50 mw inte 


2B other miniature and 
15@ ‘VDC 125 
Used-no crystals $75.00; Schematic $5. 
SB-228/AR CHANNEL SELECTOR, 
12-position chan- 
tone button, 
and 2 Mage sy cas wh Sy w/327 


ap for ARC-45; 


SCR-5S22 RECEIVER-TRANSNIT- 
WW-2 vintage unit has 
30 watt output over 100 to 
156-MHz range on 4 crystal 
controlled channels 
tals not available). 
tubes including two 832’s 
External DC supply 
and control required list- 
16. 5x12. 5x10. 8, 
MANUAL for SCR-522, 
PE-94 DYNAMOTOR SUPPLY, 
28 VDC il A input. 
BC-602 PUSH-BUTTON CHANNEL CONTROL, 
CONNECTORS £/SCR-522, 


partial repro, 
powers SCR-S22 from 
Used $9.95 


$3 each as available. 


BC-457/T-20 COMMAND TRANSMIT- 
4-5.3 MHz unit of the 

legendary WW-2/Korean SCR-274/ 
ARC-5 aircraft radio. 
575 vDC 175 ma. 
"eye" tube for tuning and cal- 


WRITE for stock of other Command Sets!. 


MC-215 SPLINE for remote tuning, 
DM-32 DYNAMOTOR, 25 VDC f/receivers, $4.95 
MT-77 MOUNT for BC-442/RE-2 relay spe") 
-232 SHOCKMOUNT for FT-234 rack, 
single transmitter rack, "$3, 25 
FT-227/MT-70 SHOCKMOUNT f/FT~226 rack, $2.50 
C-48 TUNING CONTROL, panel style for ARC re~ 
ceivers 190-550 Khz; MC-215 required, $8. 
C-22 TUNING CONTROL, 
BC-451 TRANSMITTER CONTROL, 
built-in key, 
BC-496 DUAL CONTROL, 
for BC-454/BC-455 pair; unused, $7.95 
BO-450 TRIPLE CONTROL, 190-550 Khz, 3-6, and 
6-9 Mhz dials for BC-453-454-455; unused $8. 


108-15 MHz, 


3-6 and 6-9 Mhz dials 


R-19/ARC AIRCRAFT RECEIVER, 118 
to 148 Mhz continuously tune= 
able. No dial; designed for re- 
mote tuning with spline shaft. 
With tubes 9002, 
3/9003, 14a7, 2/14R7, 14F7, and 
Uses accessories similar 
to ARC-5 Series. Requires 250 
VDC 60 ma and 24 VDC. 64x5xllz; 
13 lbs. sh. Used, $18.95 


R-l11A RECEIVER, 190~550 Khz. Similar to R-19 
but has 85 Khz IF and tubes 2/14a7, 
14R7, 14F7, and 12A6. Used, $12.95 


IF-15 Mhz. 


R-10 BROADCAST BAND RECEIVER, 
similar to R-11. 


550-1500 KHz, 


ER-XMITTER 


RT-4277/ ARC- 39 RECE! VER- 
TRANSMITTER, REPLACES a 
ae SETs; covers 2.0 T 

9.1 Muz PN TWO BANDS; Six 
CRYSTAL-CONTROLLED FREQUEN: 
CIES PER BAND. RF ouTPuUT: 
10 watts MIN. INTO [0 OHM 
Load (100 pF). 100% ameci- 

= TUDE MODULATIONS AUDIO OUT- 

put: 200 mw witH 1000 uv 30% MODULATED INPUT; 
800 mw MAx. BaNDWioTH: 8 KHz @ 6 DB DOWN. 
METER INDICATES RELATIVE RF OUTPUT TO THE 
ANTENNA. WiTH Tuges OBZ, 2/12AT7, 4/5749, 
5750, 3/5686 oes & 3/6159. Power RE- 
QUIRED: 28 VOC 4.4 AMPS WHEN RECEIVING; 8.5 
AMPS oe Size: 7£x!04x218; Shea. 
wT: 42 tps. Price: USED, COMPLETE, $a 


MANUAL FoR RT-427/ARC-39, RepropucTion, $10. 


226-400 MHZ CONVERTER 


= AM-914/TRC AMPLIFIER-CON- 
© VERTER} originally used 
Swith military R-417 recei- 
as plug-in for the 225-400 
Mhz range. Continuous tun- 
ing of RF and oscillator; 
30 Mhz I.F. Unit has con- 
he version possibilities as 
discussed in R. Grove's article in 10/80 is- 
sue of CQ magazine. With tubes 5670 and 
4/634. 7$x63x94, 17 lbs sh. Used, $34.95 


AM-1179/GRC, 50 to 100 Mhz, $39.50 


AM-1177/GRC, 400 to 600 Mhz, $44.50 
AM-32034/GRC, 1.35 to 1.875 Ghz, $49.50 


AM-1178/GRC AMPLIFIER— 
MULTIPLIER, used in T-30O2 
transmitter for 400-500 
MHz FM range. 100 W out 
#/4X150A and 4X1506. 
12x6x14, 45 lbs. Used $75. 


BC-AS-229 RECEIVER, 201 to 
398 Khz and 2500 to 7850 Khz > 2a 
using plug-in coil sets. % 


Uses tubes 37, 38, & 4/39's. 
Requires 230 Ye 80 ma and 
12 V. 8x7x16, 15 lbs sh wt, 


Tuning coils not available. eo ‘ 
Unused, less coils, $29.95 ~~ 


PLUG $3. TUNE KNOB $2. MANUAL, repro $8.50 


._ T-67/ARC-F TRANSMITTER, 
-) post-WW-II VHF set covers 
§ 100-156 MHz AM using 
8 preset crystal-con- 
trolled channels: 8 W 
Power output. Uses DC-11 
—16-26 of CR-1 type crys- 
tals (not included). 

With tubes 2/822, 2/6L6, 2/6V46,. 635, 12SH7. 
Requires 24 VDC and 410 VDC 225 ma. 7.5x12.2 
«15.3, 24 lbs sh. Used, S2rRQG_ $19.95 
R-77/ARC-3 VHF RECEI- 
VER, companion toa T-67 
and also operates on 8 
preset crystal-control- 
led channels (not sup- 
plied.) With tubes six 
6AKS, “2/12S67, 2/12SN7, 
1L25H7y 12SE7, -t2A6, 
12H6, 9001, 9002. Re- 
quires 24 VDC and 210 VDC 210 ma.. 6x11“14.7, 
24 lbs sh. Used, F22-e5_ $18.95 


SCHEMATIC for T-67 or R-77, #1.50 each. 


P2GP PHANTOM ANTENNA as used 
Pewith WW-II 350-9050 Khz air- 
bee craft ransmitters to monitor 
RF at remote point. Has 34" ra 
O-10 RF ammeter, 10 KV 0.0002 
yand 0.0003 mf G2 mica mittizg 
SS capacitors, 12-nickel-plated 

; terminal posts in 14x12x9q alumi- 
num case w/hinged top; 22 lbs. Unused Sse $28. 


T-363/ARC VHF TRANSMITTER, 122 to 148 MHz AM 
five channel crystal-controlled; operates 
from 24 VDC input. 5 W output; companion to 
R-19 receiver. 4.5x4.5x6, 6 lbs; used, $16. 


3 db. Noise figure: 6 
db or better. Has 0-SO 


dicator and circuit selector switch on front. 
type N connections. With tubes 
20/6922, OB2. Requires 115/230 VAC 50-60 Hz. 
7x19x16.5, 40 lbs sh. Used-reparable, $49.50 | 

partial repro, $8.50 Set 


70 ohm input; 


MANUAL for CU-872, 


squelch, and 44 tubes; unitized chassis, 
122x19$x20, 115 lbs sh wt. 

Used, less guard channel, reparable,¢tom. $: 
MANUsl, partial repro, $15. Schematic, #¢.50 77 


rackmount. 


R-8726/ARN-5S9 DIRECTION FIND— 
ER RECEIVER, same as Air-— 
craft Radio Corp R-TZOA DF 
receiver used in light air- 
craft. 
in bands 190-400, 400-840, 
and 840-1750 KHz; replaces 
se AN/ARN-6 radio compass sys- 
Can be tuned using push-on knob or re- 

S control box (not avail—- 
able) and MC-215 spline. IF 142.5 KHz; with = ~ 
5/5899, 3/5902, 2/6021, 7) 
Requires 24 VDC 1 amp, 110 YDC 90 ma, ~~ 
also 13 VY 100 Hz for loop 
selsyns if used for DF. Voltages originally 
supplied by DY-107 dynamotor (not available) 
9 lbs sh. Used, $28.95 

$3. SCHEMATIC, $2 w/set. 


MC-215 SPLINE for tuning, 6 ft, $3.00 
dia COMPASS IND(CATOR, 


motely using C- 


125 VDC 20 ma; 


4.5x4. 5x10. 3, 
OPERATOR’s MANUAL, 


ID-637/ARN 3" 


R-S18/FRR-27 VHF 


channel crystal- 
controlled recep- * 
tion of AM or tone*™ { ‘ : 
signals in the 100 to 156 MHz range. Double 

conversion with IF’s of 23 MHz and 3 MHz. 

1.5 watts into 200-600 ohms; 

SO ohms ballanced antenna input. W/squelch © 
2/6AU6, 5654, 2/6AVS6, and 
Requires 115 VAC 60 Hz; 6x19.5x18.8, ~~ 
Manual partial repro, $10. 


Audio output: 
and tubes 3/12AT7, 


Used, $40. 


me R-748/TRC VHF RECEI- | 


ist IF 20. 7 MHz , 2nd IF S MHz. Has 
duilt— in speaker and controls Volume, : 
and Squelch. 
52 ohm input impedance. Front 
panel hinged for access to RF chassis; tub 
4/6AKS, 6AQS, 6AXS, 2/6BA6, 2/636, | 
115/230 VAC 50-400 Hz; 5.3x19 Ff 
34 lbs sh. Used $29.95; Schematic $2. 


6 db down; 


ARN-30D VHF RECEIVER 


R-1021/ARN-30D VHF RECEIVER Jf 
covers 108 to 126.9 MHz AM 
in 100 KHz steps (190 ch 
nels); originally part | ee 
air navigation system. i 
IF 11.7-12.6 Mhz} 2nd a A 


crystal turrets with fre- 
guency displayed on side 
panel. Adjustable squelch; 300 ohm audio 
50 ohm input impedance; BNC connec 
5840, 5896, 4/5899, 5902, 
6021, 6112. Requires 28 VDC 1.8 A and 260 
5.5x11.4x4.6, 10#. Used, $29.95 


28. VDC SUPPLY, mounts on 
R-1021 from 28 VDC input. 
$15 w/R-1021 purchase. 


£/ARN-30D, 


Tubes 5718, 


VDC 85 ma. 


PP-2792/ARN-30D 
rear and powers 


Operator Manual 


in the 2-32. 
MHz range. Gain: O to | 


microammeter test in- 


SSPE FPP TS 


R-278 RECEIVER, 225 to 
299.9 Mhz AM; crystal 
frequency control for 
1750 channels in 100 
Khz steps; ten preset 
channels. Audio freq 
response: 200 Hz=-20 
Khz (wide), 200-5 Khz 
(narrow). Has AVC, 


Covers 190-1750 KHz 


—— 


—————— 


$8 w/set. 


EFS FP aE REIS 


yo ee 


- VER, single channel 
~) crystal-controlled i 
* the 132-150 MHz AM 


Selectivity +/-20- 


ir 


: = 


Electrically turned — 


ere ee 


f 


— 


ES aE OO 


part-repro $7.50 


<4 


ZO CRYSTAL 


PIEZO CRYSTAL CYLINDER for 

use in pressure or sound 

experiments. These unusally 

large 3.4" dia X 5" long crystals 

produce a high potential when subjected to 
pressure change caused by weight and temper— 
ature change. When audio frequency is ap- 
plied crystal responds from 1.5 Khz with a 
peak at 12 KHz (3500 ohm impedance) and a 
peak at 17 KHz (230 ohms). Dips and peaks 
occur throughout the audio and ultrasonic 
range. Cylinder wall 0.4" thick; can be 
sawed with difficulty into smaller sections. 
Originally used in underwater detection sys- 
tem; 7 lbs sh. #P-XTAL-86, removed, $27.95 


VFO-MASTER OSCILLATOR FRom 

THE T-195 TRANSMITTER; 
GENERATES FREQUENCY oF 1,5 

To 3 MHz. Has 5749 osciLLA- 
TOR TUBE AND 5749 sBuFFER- Za 
AMP TUBE. WITH $x3/16" Dia. M 
SHAFT.  2¢x34x7, wr: 518s. > 
VFO/T-195, REMoveo F/EQUIPMENT, 


MODULATOR F/T-195, DESIGNED 
TO PROVIDE PROPER AUDIO POWER 
TO MODULATE POWER AMP AND suP- 
Y PLY SIDETONE. 300 Hz and 3900 
Hz Banopass. W/TuBES 5726, 
: 2/\2AT7, 5814. Less 4X150 
TUBES AND SOCKETS. 88x6x43, 6 LBs. $10.95 


channel in 238-248 Mhz 
© range. IF's 25.1/3.45 Mhz; 
has detector, noise limit- 
er, AVC, 4/2N1745 transis- 
; tors, and 25.] Mhz filter. 
8x4$x4, 6 lbs sh. #5821-953-9695 used $12.9 


AM-777 AMPLIFIER DETECT-@ 

OR, p/o RT-128A/ARG-21 . 

2-24 Mhz transceiver;. 

IF's 1800/300 Khz. Slug tie: 
tuned; w/tubes 4/5636, 3/5896 i 
3/5899, 3/6021, 5840, 5902, and 5719. Schem- 
atic included. 13x2x3%, 5 lbs. Used, $10.00 


Bs 


M315B HYDROGEN GENERATOR, 

used to provide hydrogen 

for 4’ balloon p/o CRT-3 ~ : 
Gibson Girl rescue radio.) 
Has 1200 grams of calcium — es : 
hydride crystals in long can which, when im- 
mersed in water, produces hydrogen gas. (EX- 


& 


| TREME CAUTION must be exercised in the per- 


formance of this process because hydrogen 
gas is dangerously flammable and the liquid 
calcium by-product is very caustic!) The 
_MS1SB cans are dented; suitable only for the 
recovery of calium hydride. 11.6"x4.3" dia, 
4 lbs sh. Unused-dented, $4.95 ea; 2/%12.00 
INFLATION TUBES for M315B, $3.00 ea 


TRANSISTOR RAD!OSONDE 


TRANSISTOR! ZED. RADI OSONDE 

WITH CLOCKWORK TIMING MECH- 

ANISM (NO KEY); USED IN 

METEOROLOGICAL OBSERVATION 

OR SIMILAR APPLICATIONS RE- 

QUIRING AN EXTREMELY LIGHT- 

WEIGHT TRANSMITTER. UTIL- 

1ZES A 2=-TRANSISTOR MODUL A~ 

TOR AND A 2-TRANSISTOR TRANSMITTER CIRCUIT. 
TRANSMITTER HAS A 75933 INTEGRAL CAVITY TUBE 
WHICH FUNCTIONS AS THE TUNED CIRCUIT FOR THE 
output: {660-1700 MHz, 575 mw (No FURTHER 
DATA). WITH HUMIDITY ELEMENT. TRANSMITTER 
S1zE: 24" pia. x 6%: NveratL size: 7*x4x5s. 
4 lbs sh. FRIEZ #3002, unused $9-95 $6.95 


_AN/AMT-4A RADIOSONDE, consist of T-S04A xmnit- 
‘ter and MD-147C modulator; unit is similar 

to Friez 3002 except uses tubes 5794 and 5875 
and operates at 1680 Mhz. Requires 1.5, 6, & 
15 VDC. 2 lbs sh wt. #T-304A transmitter on- 
ly, $4.95; 2/$8. MD-147C modulator only less 
humidity and pressure elements, $5.00; 2/35. 


T-69F/AMT-2 RADIOSONDE XMITTER only, 590-410 
Mhz; 5703, 5910 tubes--$2. BB208 battery, $2. 


TELE COSTER I TELEPHONE 

METER, cost-effective 

device for the indivi- 

dual or business who 

wants to keep "tabs" 

on the length and- 

costs of long-dis- 

tance and, perhaps 

soon, local telephones oalls. 

Initial. and secondary rates/period are pro- 
grammable using the numeric plus 6-function 
keyboard. LED display shows ctost/period plus 
elapsed time hr-min-sec. Also display flash- 
es 15 sec before rate change and has X60 
speed-up time so maximum acceptable charges 
could be determined before the call. In 
sturdy, handsome beige plastic case. Re- 
quires 115 VAC 60 Hz; 2 lbs. NEW w/info $8. 


TAIL LIGHT ASSEMBLY 


TAIL LIGHT ASSEMBLY with 

red tail/brake light and / 

back-up light; also li- © 

cense plate bracket and 

one each GE1156 and 1157 bulbs 
13x6.5x2.5; 3 lbs sh. Peter- + 

son #M418LBL. NEW, $6.95 ea; 2/$12.00 


OFFICE EQUIPMENT-STYLE 

CASTER SET, includes four 

2.3" dia dual—wheeled 

black plastic casters 

with 3/8" dia threaded 

1/2" long metal shaft. 

Two of the casters have 

a brake lever. Designed 

for copy machines but usable for similar 
weight equipment where "good looks” is a 
consideration. With hardware and instruc— 
tions; 2 lbs sh. #7351234, NEW, $7.50 


VASCAR |! SPEED TRaP 


VASTAR II 
DISTANCE / 
TIME COM- 
PUTER-IN- 
DICATOR origi- 
nally used by police agencies 
for clocking speed of vehicles while the po- 
lice car was in motion or stopped. Speed of 
unknown vehicle determined by referencing a 
pre-measured distance or the distance can be 
set while both vehicles are moving. VASCAR 
can determine speed of vehicle in front of, 
behind, in apposite direction of, or across 
the path of the police car. Displays average 
speed in tenths of miles per hour upto 199.9 
MPH. Computer module consists of four cir- 
cuit boards with § VDC logic and transistors. 
Operates from 12 VDC 2.4 amps. Includes com-— 
puter module, control/indicator module with 
cable and plug, power plug, and manuals. 
"AS-IS" transducer is now included. 2.5x13.5 
“x%7.2, 18 1bs sh. Used-—not calibrated, £60.00 


X-RAY CONTROL 


RITTER X-RAY CONTROL PANEL, 

interesting experimenter i- 

tem; has 0-120 VAC 2.4 amp 

Staco variable xformer, 20- 

pos Impulse/Seconds switch, % ae é 
1.Bx0.8" edge-meter, SC110 120 VAC Sonalert, 
7 A circuit breaker & ON-OFF rocker switch. 
12.3x12.3x3.3,-7 lbs. #R-XR-CP, NEW, $17.95 
#NVR-XR-CP above X-RAY control less the 
variable transformer; 4 lbs sh. $4.95 


GRAB BOX ASSORTMENT oF usED 
AND UNUSED MANUFACTURERS AND 
GOVERNMENT SURPLUS ELECTRON- 
1C PARTS SUCH AS ASSEMBLIES, 
MOTORS, COILS, TRANSFORMERS, 
CHOKES, CIRCUIT BOARDS, CAP- 
ACITORS, RESISTORS, AND 
OTHER USABLE ITEMS. PACKED 
in 50 LBS. CARTONS. yuse8 EA. 
OR TWo CARTONS FOR $13.00. 


Shipped via UPS with freight charges varying 
from $6 to $24 per carton. Allow for charges. 


GRAB BOX §S GooD FILLER TO TAKE ADVANTAGE OF 
MOTOR FREIGHT 150 LAS. MININUM WEIGHT RATES. 


PDR-27 RADIAC SET 


AN/FDR-27 PORTABLE RADIATION DE- 
TECTOR consisting of IM-74 radiac 
meter and DT-S3 or similar detect The. 


. Or probe’ with BS-1 Geiger-Mueller 


tube. Meter indicates amount af 
beta and gamma radiation in milli-7;* 

roentgens per hour. Range scale 

0.5. 5, SO, and S0Q M-rtngs/hour. 

BNC connection for headset moni- 
toring. Requires 125, 22.5, and 

1.5 VDC originally supplied by 
batteries (not available). 8x6 

x12.5; 15 lbs sh. Used, $34.95 

MANUAL for PDR-27, original, $5.00 

BS-2 GM TUBE, $7.50; H-43 HEADSET, $6. 
PO EC Rd Sh er ee pO 

AN/PDR-27 "UNUSED" SET: IM-74, H-43, 
ness, manual, & CY-693 case; 


har- 


4HY-GAIN CE TRANSCEIVER 
BOARD: = xtals, IF trans- 
formers, RF coils. Simi- 
lar to Hy-Gain boards cor- 
yerted to 10 meters (73 
(7=Z,° 2/85}; ne further 
Unused AS-IS $3.95 2/% 7 


UHF MODULES 


MODULES removed from 
R-S40/ARR-40 265-284. 9 
MH2z aircraft receiver. 
Experimental potential 
by themselves or togeth- 
er. Connector plugs and : 
schematics included: oh 
+ + + +e +H +e +H He He He + 
MAIN RECEIVER MODULE includes 20 CR-23 cry- 
stals for the twenty 1 MHz/etep channels. 
Has 2 RF stages, Injection Osc, Injection 
Amp, Tripler, and HF Mixer. Mixer output 
20.75 MHz; with tubes 3/6AK5, 2/5840, 6021. 
Requires 120 VDC; filaments need rewired for 
6.3 V. 4.5x3xS. #RF-REC/RS40, $7.95 
GUARD RECEIVER/ IF MODULE, single channel 
(238-248 MHz) xtal-controlled receiver 
with 1.85 MHz IF output from 20.75 MHz in- 
put. Tubes 2/5840, 3/6021. Requires 120 
VDC; filaments need rewired for 6.3 VAC. 
4.5x4.5x1.5, 4 lbs sh. #GUARD/RS40, $6.95 
oe ee fee ee Jee, ie fe ee eee eS ek ee i ie 


SET both #RF-REC/RS40 & #GUARD/RS40, $10. 


RECORDER 


WEEBCOR TAPE RECORDER plays 
and records 3-3/4 or 7-1/2 
ips on upto 7" dia reels; 
has fast forward/rewind, 
edit lever, footage counter, 
and 20-0-20 record level me- 
ter. Built-in speaker; jacks 
for mic, bridge and external 
speaker. Monaural use only; 10900-10000 Hz re- 
sponse @ 7-1/2 ips. SOOK mic impedance; 
tubes 12AU7, 12AX7, 6X4, 6BOS, SHUS, 7025. 
Requires 115 VAC 60 Hz. 13.5x12.3x7, 72 Ibs. 
Used-checked for basic playback/record; may 
need further adjustment. Without mic & reels. 
#WEB-173B $25. MIC #6. MANUAL-partial $8.50 


ANT!=-JAMMING TRAINERS 


AN/ULT-T2 (15x12) X-BAND 

INTERFERENCE TRAINER, a 

low power transmitter in 

the 8500-9600 Mhz range 

designed to train radar 

operators in anti-jamming 

techniques. Unit can be 

Manually tuned and modu- 

lated by a sine or square wave, pulse, noise, 
or modulation fram an external source. Has 
controls for CW, 5-16 Mhz/sec sweep, 250-500 
~1100 Mhz sweep sector, percent modulation, 
and pulse width 1-5 usec. Frequency modula- 
tion 15 Hz=-15 Khz variable and fixed 50 or 
100 Khz. Audio output impedance 600 ohms. 
Designed to be used within 50 feet of radar. 
Uses 2K45 klystron. Requires 115 Vac 50-400 
Hz; with antenna horn. 13.8x19.8x19.8, 85 
lbs sh wt. Used-complete, $65.00 


Coutrwol Sores Filters Wndicator 


ALARM BELL Bre 5 “A BONANZA: 
OPERATES FROM ARC-5 BOXES eens rods mg 
24 VOLT 0.c. YOU CAN USE: 14 


Taning Uncle 


COCKFIT LAME | 
AIRCRAFT COCKPIT | 
EXTENSION LAMP 


M-399 ALIGN- 


mei zeitexdexes “tune to max® Type B-73 black | 
wT: ite fo6l-3 00 un, meter aang ent 5 plastic lamp on 


NEw $1.95 | S.5 ft spring. 


retractable cord | 
and uses stand- 
and 2-contact 


4—band bandswit 
& dial assy; 5- 
position rotary 
sw with l-pos mof 
momentary; spin 
erank for tuning with 10- 
turn pot; volume control 
w/3-gangs; five 327 lamps; 
Loop switch (L or R momen- 
tary); SPST toggle sw; oth- 
er parts. Originally tuned 
R101/ARN-6 (p 4). May have 
broken wafer switch; 6 lbs. 
#C423/ARN-6 used $4; 2/37. 


transceiver; 
allows the 
changing of ; 
erystals as well as the 
alignment of the set with- 
out the use of an external 
meter. Mounts inside the 
BC-659. 2 lbs. 00 , 
M-394 ADAPTER f/BC-620, $5. 


ANGLE INDICATOR, clampe tx 
2.5" dia > 
Pipe: 

netal \ 

ball in 

liquid shows 0-60%tilt on 4” 
curved scale. #AL-050 NEW $4 


BC-450 RECEIVER CONTROL f/ 
tuning upto 3 receivers. 
W/dials 190-550 Khz, 3-6 
Mhz, & 6-9.1 Mhz; CW-off 
“MCW switches, volume con- 
trols, and phone jacks. 
9$x5$x3, 3 lbs. Unused $8. 


BC-496 DUAL RECEIVER CON- 
TROL for SCR-274/ARC-5 re- 
ceivers; tuning dials for 
3-6 and 6-9.1 MC, volume, 
etc. 2 1bs sh. Unused $7.95 
BC-451 TRANSMITTER CONTROL, 
for one to four GGmmand 
xmmitters; built-in key, 
mode, mic jack. Unused $5, 


RF CHASSIS f/ 
Bendix RA-18C 
108-136 Mhz 
receiver; 7- 
Megang capacitor 
tunes ant-coi) 
= RF grid, RF 
Plate, mixer grid, lst ose- 
quadrupler, lat osc-amp, & 
cathode follower input. 
Tubes 2/5654, 5670, 5725; 
requires 6. Sel2. 6-108-250 
VDC. 5$xS5$xl0g, 5 lbs. W/ am AIRCRAFT FUEL FLOW GAUGES 
schem. #RF100-Rals NEW $10.) #e SURV ewe eee =.5" dia type 6007; 26 V ent lat at a etre WT 
pies 400 Hz for autosyn; unused: Control B multi-turn 0-100 
MONI TOR ECLIPSE-PIONEER #51E-34B, dial. #23518, unused, $2.95 
» P tac 20 bSZ7AR sel OO S22 0 1) aes whale at eats 
NTE TE BENDIX #38B-7-B, 1 to 20 CDA-T CRYSTAL OSCILLATOR, 
aie ae eh nar lbs/HR x 100, $25.00 converts 4 xtal-controlled 
be a Wes channels to 200-500 KHz 
Wy moe aod audio range; less xtals, $12.95 
Roacurrents for 3 : © 
remote check 
of xmitter op- 
@ eration. Units 


BESS soy pi fs KV, 
vacuum capacitors but still 
good parts value including 
600 VCT 35 ma transformer; 


ART-135 CRYSTAL ~ 
CALIBRATOR, pro— yg 
Vides 50 KHz 

fundamental 

using 200 KHz 
crystal... Al- ENee 
so 1000 Hz : 
tone for MCW 
operation. Tubes 
2/12SL7, 12SA7. &xSxz, 4 
lbs. #XCAL-ARTIS, $12. 


HAR—-COR*= QUICK Sg. 
DISCONNECT KIT. 
easy hook-up cf 
accessory power 
leads; includes 
mated pair two- 
conductor con- 

nectors & four 

3M #558 crimp t 
=ronnectors £/#18- #22 wire. 
NEW €1.25/kits  9S/ $60gcue 


ese een ee 


— 


> 


§ VALOMETER, used | 
with aircraft 
cameras to set | 
intervals be- 
tween exposur 
0-80 dial set, 
I-digit expos— 
ure counter and 

, Suttons for RE- 
CYCLE, START, STOP, SINGLE 
EXPOSURE. Requires 24 YDC 
75 ma; 5x7x4.8, 10 lbs sh. 
Gov’t-reconditioned, $12.95 


— 


ten 


DP S. 


— SERS CT PS SET 


| RM-52. Renote 
| g Control used 


F-9°0O AUDIO FILTER, reduces eK KEK KKK 
interference in CW and au- 
dio signals for receivers. 
Provides sharp null at 
approx 1020 Hz in voice 
mode while frequencies near 
1020 Hz are passed in 
"range" mode. Response can 


oe » TOKIN NOISE FIL- 
‘TER 250 VAC 15 A 
wet 750/60 Hz; spade- 

“SM, terminals. 2.6"x 
1.8"d; 1#. #VG-215F, NEW $3 


WESTERN 


*P4TCH « 


KEKKKKKK 


for Phone Patch project. 


s OA2, GALS, 6J6, 6X4; 
Pee aha pa spr he qt eee be broadened by placing 74x325%5, 5 tba, Used, $4. ELECTRIC 
BPDT &. SPST toqule ‘wwitcned 1 vers aBlerr ealators: trom it Deena cee ree 385D JACK BOX FAIRCHILD 
Reel es or dive th Ebkee tema Behe 5 oat puree cine ete | MALLORY INTRUSION |w/ three #224 SHUTTER 
a 6 e 5x6.3, 12 spay e ; 3 lbs sh. Used, $2.95 ALARM, hang on door jacks and one ee 
oe ae hele genet CONNECTOR for F-90, $2.50 +knob and set sensi- |dummy plug in 12" FL 
ee She: ; x = ? tivity. Sonalert in 4. 6x2. 9x aircraft 
#CAR-MON/VC, above with 5% BC-366 JACK BOX H 6.1 wood box. "Collectors 
fe ie Mags SiR F rs sounds when outside eg : cameras; 
vacuum capacitors, $14.95 “y switch "Comp-Lai- ‘door touched. Will item" originally used in 70 mm dia 
~~ son-Command-Inter } not work on pteel railway telegraph dispatch; shutter 
LS-230_ | NTERCOMNV Call", Increase y BNO #4B1611, unused $16.95 eae ee oabel 
get UNICATION STAT- Output pot, 2 phone jacks. a doors; 9 VDC requir¢ ; chatt ihe 
oe oe ION CONTROL BX | 3.3x4. 8x3, 2%. Unused $4.95 ) #DRS-DC, 57-55 $5. 


motor but can be tripped 

manually. 132 mm dia lens 

ring; o/a 9.3" dia, 9 1bs. 
#SH-12EFL, $14.95 ; 


SF .Contains 3 ROT 
ARY 3 POSITION 


RS ER CONT. SW 
ahs LEVER CONT. S 
ee os. 


~ % | LEVER SW. DP 


BOURNS DUAL LINEAR MOTION 
POTENTIOMETER, SOOO & SOO 
ohms +/-10%; linearity 


2 
SPDT VACUUM 
4 “* RELAY ASSEMBLY 


antenna trans- 


VIBRATORS 


Nay & 3 5 - 4 é 
eG DT CENTER OFF, ae fer relay from VIBRATORS, removed f/equip: |), a 
| LEVER sW. SPST | SIDE, Seem, Collins 180L3 an- | VB-8, +9, +12) 6r/-id as iea, [P10 A: SN eee pag 
OTHERSI{DE SPST MOM. & CENTE 4 psi "4 3H6690-15 6 V £/PP-109, 86. eae? $ 4 


; a tenna tuners) coil 1.3x1.3; 1 1b sh. Unused, 
~ eey 628 VDC 38 ohne. $19.95 
— O/a 5x6x2.3, 3#. = 
#K712/180L3, used, $19.95 


SH6690-16 24 V £/PP-112 $33. 
MiSO3S 24 V for AM-598, $3. 
6 VOLT 6-PIN vibrators for 
PP-308, #VIB/PP308-6, s4. 
PP-68, #VIB/PP-68, $4. 
KSS5S566, 12 V 4-pin, $3. 


OFF. 3 LITE LAD PHONE & 
MIKE JACK & | MIN. TRANSFOR 
50 to 500 okM. S1ZE:7x5x24; 
WT:3 LBS. Price: $5.95 


#140-1069-S00, 


a for security 
“door alarms; 
includes 500 | 
ua 1.75" me— 
iter, trans- | 
istor meter 
amp, 22.5 V 
battery, 3 test leads and 

instructions. Adapt to oth 
er test uses! 4x2.9x1.8, 2 
lbs sh. #TM-LC75 NEW $5.95 


8 OHM SPEAKER MT 


GOULD NICKEL- 
CADMIUM BATTERY 
rechargable vi- 
nyl-covered mul- 
ti-cell rates 12 
VDC 4.0 AH; wire 
leads. 5.9x3.5 
x2.6, 922 bs sh. 
#GD-NC-124, used, $14.95 ea 


MAR CONTROL BOX, 
contains 3-SPST 
switches, two 
phone & mic jacks 
(all waterproof) oa 
: and one dual pot w/diat 
Ses aa Pe SH rine Sy Ea 3 ea ee 
, ee ees aa B CMX-23429, unused 2 ic ‘ fine sai i 

Also use of its 60" spline | —_ oa 2-8 nn consists of 72/1.5 VDC mer- RECHARGEABLE 
control allows Fire Chex to 
manually "shutdown" elec- tee SB-327/arc | CUrY cells wired to pro- 

CHANNEL duce 2.5 V 400 ma and 12 


trical systems making it 
more difficult for a thief SELECToR | tO 15 VDC 1.4 A in cloth 


on FIRE CHEX AUTO 
SHUTDOWN DEVICE 
automatically 
disconnects a 
vehicle’s elec- 


‘mina “GATES 12 VDC 
-€YCLON BATTERY 


to steal a vehicle. With 24-51.9 | bag. 1977 date codes; un~ — 4. PACKS, six 2 V LS-445 4" SPEAKER) 
spline, fused line, mount MHz FM used but LV output weak. rechargeable ruggedized 8 ohm _ 
brackets, info. 4.5x4.5x1.8 in 100 6 lbs sh. $4.95 ea 2/$8. yy lead cells 2 watt PM type; 
6 lbs. #FI-CHX, NEW $5.95 mee KHz steps per plastic 300-7000 Hz re- 


container 
package. Re- 


on 3-digit counter: used 
with RT-294/ARC-44 Tx-Rx. 


sponse. P/o LS- 
166 loudspeaker; 


20-KEY KEYBOARD 


SODECO 6-DI- 7x5.8x4.5, 3 lbs. Used $15. | 9/8" 59 business # moved from equip; Checked: 3 lbs. Used $7.95IN 
GIT COUNTER gle dep by SE #0810-0612, 2.5 

electrically SA-474/AR SWITCH BOX has -| Cag) “smd. Cen’ ELMS IRA SL Cap arated. | 
resettable; mini-toggles 4/DPDT, 1/DPST i i : #0800-0080, 5 AH; 5. 4x3.1 BB-51 BAT- 


RET, CODE, ACCT, 


60 impulse/sec count coil Jana 2 pilot lights w/327 


$; two busses, one for num- | *3-6 6 lbs. $14 ea; 2/825 
bat by ith gach Ae Dy ft lamps. 2¢x54x2%. Unused $6. | bers, other instructions. |#0800-0041, like #0800-0080 Ber nace 
x43; #RG266, NEW, $8.95 SB-326/AR CHAN- laid dltcebibs eben Piva wataode in ald oe each a oe thru 30. 
NEL SELECTOR ip 2 V 5 AH CELLS only from a- | lead cells. 
for ARC-45; 3 RUBBER 4 1bs #4 $.45 | bove; 1#. #2V5A-CL, $2.50 Dry charge. 
| RIGHT ANGLE oer Be ee SHOCK §& " #6 “50 | Bes ee 14x53x7/8, 
JDRIVE vernier nel select, MOUNTING : CAD SUB-"C" CELLS, 2. 3 oz. $1.50 
control, 15" tone, volume, 2-pilot Light Serr eS .65 | 800 ma per pair; each 1-1/8 ae 
dia. Qfal:-w/ v/32? lemps. 2¢x5gx4d, 2 16 * #16 "95 | X1" dia. #NC-SC-PR $2.50/pr =o SE" pp-52, same. 
lock & coup- lbs. Unused $10. Used #6. BEA Cn HOA eAY. OO! | haee Saat a as BB-51 except 36 V. 3 A. 
Une t/4e ete |e ees : 35 * “#35 llo5 | BA-316/AM WATER-ACTIVATED | thru 1200 ohms. $1.00 ea. 


SB-229/AR SIGNAL DISTRIBU- BATTERY, 7.5 V and 114 V; BB-208 BATTERY PACK, con- 
TION BOX, p/o ARC-44; WRITE 5.5x3.3x3.8, 1#. $1.00 tains BB-51, 3/BB-52, $3. 


Page 26 MINIMUM ORDER $5.00 | 


3-hole mtg. #TU-1ORA, $3.50 OTHER WEIGHTS AVAILABLE. 


USH TO TEST INDICATORS 
ITH MARKINGS ALSO HAVE 
LEAR & ANBER LENSES 


if ORRY 260 Push-To-TesT es 
DICATORS, DOUBLE LAMPHOLDER 
| weTx pit aS BAYONET 
a 1$"wX3"HX23p. NEW. 
} CHOOSE FROM THESE LENS mN- 
RIPTIONS: 
POWER SUPPLIES , 28 voc. 
z $I EA, 3/$2 


‘seriptions: UNLOCK, TESTING 
}] COMPONENTS TEST POWER ON, 
| HEATER 1-2-3, CENTER, LN’ 
OVERFLOW, IGNITER LINKS 
IN UPPER LEVEL, 100% LIQ 
| OXY, LIQ OXYGEN FINE, FUEL 
1 - PRESSURIZED, COOLANT 
FEEL, 40 C THERMO- 
TAT, NOSE CONE BATTERES 
LOX THROT VALAVE HEATER. 
= : 75¢ ea or 4 for #2. 


~ LAMP _HO S 
= FOR 327 LAMPS 

+" HOLE MTG. 

‘AT Top LENSE 3/8 DEEP, 


WHITE LENS NUMBERED I To 9, 
preeL Ow ("waxtt 
SPECIFY. 
5010-617-0934, 39¢ EA. 
327 LAMP FOR ABOVE, 39¢ 


w/e roe 5/81 


),(#8 sold out) 


SUB-MINIATURE NEON PILOT 
LIGHT ASSEMBLY. FLUTED 
5/16" bla. CLEAR JEWEL. 
BASE 1S FEMALE PART FOR A 
THREE PRONG PLUG WITH I/{6!t 
DIA. HOLES IN ISOSCELES TRI 
ANGLE PATTERN. MOUNTS IN 
3/8" Hote. O" To 3/8" sur- 
FACE CLEARANCE. | 3/, 
INCLUDES BULB. USED. 

P1{L007 -25 5/$1.00 


SUB-MINI DIMMER LIGHT with 
green jewel; T1-3/4 single 
contact bulb required. 
1-3/8" 1g; mount in 7/16" 
dia hole. #5221/0673, $.65 


PILOT LIGHT for single con- 
tact mini-—bayonet bulb. 
Clear smooth stovepipe 5/8" 
dia j;ewel; o/a 2-1/8" long. 
Less bulb. #PILOO8, $.50 


PILOT LIGHT similar to 
#PILOO8 except 1/2" dia 
smooth red jewel (not 
“stovepipe") #86-1179, $€.50 
LARGE DIMMER PILOT LIGHT 
for double contact candela- 
bra bayonet bulb; 1" dia 
white smooth white jewel. 
O/a 3" long; fits in 1" dia 
hole. #504-1632, new, $.75 


PILOT LIGHT for single con- 
tact candelabra bayonet 
bulb; 1" dia red-faceted 
jewel. O/a 2-3/4" 1g; for 
i" dia hole. #PILOO3, $.59 


Unusual 
old air- 


craft and projection lamp bulbs; 
nice glass and "simple but elegant’ 


filaments like old radio tubes. 
mogul base; 
WESTINGHOUSE AVIATION S500 W 230 V 
{ w 9.8H"x4. 8" d; 

I ESTINGHOUSE ON-COURSE BEACON (pic 2), 

2 #W-OCB-2, 

a: DISWAN PROJECTION (2) 6-8 A 200 W; 5.3x1.4" 

, -8 PROJECTION BULBS (like pic 2), 


WH 
ye (pic 1), 


‘| bulb. 9°Hx2.5" dia. 


| GE #PH/200TeSC, $2. 


"H x 2.6" dia. 


RADIANT mfg #R200/TCC8, 


“#GE-PH- MI, 


With 
may or may not be work: 


#WSC-230, $9. 
500 W 125 V T20 
$6.00 ‘ 
dia. $3.00 
4"Hxi" dia: 
$2.00 


200 W 3. 


$5.00 


MINIATURE LAMPS 


os TYPE V. A. 
4 ftesbiignt 2.47 .3 
82 


2 .25 
12 


»68 DC bay 


1 MARINE TYPE 600 WATT 
28 voit GE 600 PAR 
56/| SCREW. TERMINALS 

5 EA. 
WRITE FoR |00 LoT 


Price: $6.00 


PRICE. 


LINE 


RF LINE FILTERS, yunused. 
* * * 


* 


BASE 
cand sc 
4 14, .08 min flanged T-12 

27 grain of wheat 28 v 0.04 as 
aie 


min sc 
-94 DC bay 
«25 DC bay 
25 min bay 


BULB EA 
G-3$ .30 
200 
259 


Per 10 
$2 200 

2.50 
T=1¥ 3.00 
G-6 
~B-6 
T-4 
T-3 


220 

025 
a 50 

240 


1.00 
1.50 
12.00 
3.00 


Be6 .25 » 1.50 


WITH 
7 GbAtN/MREAT 


6290-.333-5827 
59¢ ca. 2 FoR $ 


FILTERS 


RIMES LAMP ASSY. 
uP 


HORN 


PHELPS-DODGE MAG- 
NET WIRE, 31 AWG 
on 9 to 10 1bs 
spools; approx 
20000 £t/spool. 
#PD-MW-31, $2.40 
per lb X spool wt. 


ESSEX 37 AWG MAGNET WIRE, 
2 1bs/spool; approx SK ft. 
#61211FQ, NEW, $20795 $8.50 


LIGHT INDICATOR FUSEHOLDERS 
£/3AG fuses; 1.6"D behind 
panel. O/a 2.9"L; used: 


#FU-HKX, 22-33 V amber, $2. 


INDUCTORS 


FERRITE POT CORE “poate 
PC mount; 7/8x2" dia. 
123-177 "nH, #Nv243, 
600 mH, #404-3- 3 1. 50 
TELEPHONE PICK UP COIL used 

in modem data coupler; no 
specs. 5/8x1§ dia #403- 4 $1 


COMMAND XMIT- 
TER ANTENNA 
COIL for 5.3- 
9.1 MHz range. 
24 turns wire 
around 2" dia X 3" ceramic 
form; with mount brackets 
but no contacts. #6035MB $6. 


CERAMIC COIL FORM, £/ART-15 
xmitter; grooved f/42 turns 
#14 wire. Vertical mt; S“Lx 
2.9x2. #L113/ART1IZ, $2.00 


eek KK KR KK KR OR OH * 
BC-348Q RECEIVER IF COILS 


and IF 9A1955 #148 3.00 


100 W LO-PASS 


t 

100 WATT LOW 
FASS, FILTER 
for commer — 

cial transceivers: 
sharp cut-off approx 4¢ 
4.5x2x1.2% aluminum box 
two SQO-229. #LFPF-40M, 


COLLINS FIL 


MHz 
with 
foes 


COLLINS #F250-A85 (526-9049 |- 


-009); for RT-311/ARC-38. 
3.5x1x0.9; NEW, $14.95 
#F300-Z5 (526-9311-000); 
3.5x0.8" dia. Used, $7.50 


COLLINS #F455-FAOS (526- _ 
9494); 2.5x0.5x0.5. NEW $18 


nt ; cred Wma Ae | ian * 
+ meee 


COLLINS CHANNEL MODEM CIR- 
CUIT BOARDS each with two 


6"x1" dia mechanical fil- 
ters plus other parts such 
as transformers, chokes, 
pots, etc. 9.5x6, 2#. Used: 


#522-5243 w/two F100~-Z8 
(526-9463) filters, $7.50 


=ARADAY 48 VDC 100 
ma HORN, made for 
Bell Telephone; makes 


FLUTED KNOBS 


TCS SPIN KNOB & CRANK, 
1-5/8" dia fluted knob w/ 

“ape erank extension; §" 

high handle. $1. 50 


LUXITROL KNOB, 2-3/8" dia. 
w/pointer; fits 3/8" dia. 
shaft, $1.50 


ARMY SPIN KNOB,~ retractable 
crank f/beveled top-screw 

ShSst fo. Utes Sor Ris Z0 
or GRC-106. #2313, NEW, $5. 


QO *: 


ALCO KNOBS, high saree 
modern fluted knobs with 
brushed aluminum inset; 
1/4" dia shaft. NEW: 


#AL-KN20, 2” dixO.8"H $1.50 
#AL-KN8SP, O.8" dia xO0.5”" H; 
pointer, f/slot shaft $.45 
#AL-KN6, 0.6" dia x 0.4"H 
for 3/16" shaft, 4/$1.00 
* * * * * * * * * * * * * * 
ALCO KNOB KIT #2, includes 
2 ea AL-KN20 & KNG; 4 ea 
AL-KN8P. #2-AL-KNT, $3.25 


fit 


AUDIO KNOB SET 
five aluminum 
a-O..7" Cia *xO-B"h 
ribbed Knobs f/ 
1/4" slot shaft 
#KT-7100, NEW, $2.50/set 
DUAL CONTROL KNOBS SET, 
lower 0.9" dia x Oa7"F 
section takes 1/4" 
shaft; upper 0.7"dia 
0.7"h knob takes 3/16" 
shaft. #DC-KN-ST, NEW $1.25 


#AEN75S7, Single knob matches 
DESEN-Siis ).ON7! dianx: S/4 2b 
for 1/4 shaft, used, 2/1. 


dia 


» METAL FLUTED SPIN 
5/32" SHAFT. 
24" DLA. SPIN KNOB. METAL. 
TAKES 3/16" SHAFT. 
#8089 new $2.00 


MAKE. ANY FLAT KNOB A SPIN 
|Z" ADAPTER WITH 3 HOLES,TO 
FASTEN TO YOUR KNOB, W 

SPIN GRIPPER#27581 6-3 Tah 
METAL SPIN KNOB 


5/8" pia. 
7a SHAFT. URC#KNO2, $1.50 


12" DIA. FLUTED KNoB w/{2t 
SKIRT; BRASS INSERT FOR 
3/8" SHAFT. URC#KNO4, $.50 
|-5/8" DLA. FLUTED KNOB W/ 
2" SKIRT; BRASS INSERT, FOR 
3/8" sHAFT. URCEKNOS, $.75 
Brown 1" dia x $* high knob 
for 3" shft. #ENBOZS, 2/25¢ 


EQUIPMENT HANDLE. 
4.1x1.4"h £/#8-32 
screws; black, 
aluminum, 2/1 


MATCHED KNOBS, rounded edge 
w/4 sets of 4 hash ridges. 
Looks like old Hammarlund. 
#25168 2%" $3 #25570 12" $2 


HALLICRAFTERS with big 
15" dia; arrow & grip 
bar. #H81014 new $1.50 


BAR TYPE KNOBS 


BAR TYPE BAKELITE KNOB FOR 
4" SHAFT. 1[9'x$t'x5/8". 

SET SCREW TYPE. 

KNBNO!2 $.25 


GRC KNOBS f/Army radio sets 
fit beveled top screw shaft 
OD green; 7/8" dia skirts: 
#KN-GRC-10, 1"L grip, $.50 
#KN-GRC-14, 1.4" grip $.75 


RECTANGULAR BAR TYPE BAKE- 
LITE KNOB |4"xs'tx5/8", 
WITH BRASS INSERT FOR $2 
SHAFT. SET SCREW TYPE. 
KNBNO|4 $.25 


Pointer knob with brass in- 
sert for 3" shaft; lxlxrg. 
#KNBNQ26 25¢ ea 


Bartype bakelite knob 
with pointer. For 1/8* 
shaft; vertical set screw. 
1$°x5/8"xh%, 

KNBNO16 4/$1.00 


Rounded bar style 
i 1-1/8" long 
x ge across x 11/16 
H. Brass insert f/ 
2° dia sh. #KNARTI3 3/$1. 


BAR KNOB w/ 1.5" 
skirt; "arrow" on ekirt 90 
to bar. Brass insert for 

3/8" shaft. #BKN-TCS, $.50 


SPIN KNOB & CRANK, fluted 
1-3/4" d X1i"H black plastic }| 
w/0.5"H metal crank; marked 
*Ko® or "Nc™. (#KN-PLA, #0. 


DARK BROWN fluted plastic 
1" dia X O.5"H f/ 1930’s & 
40’s radios. #KN-DB1, 3/S1. 


1" dia plastic knob with 
14" dia skirt calibrated 
alphabetically A-B-,,.,Y-Z. 
Aluminum skirt; £/%" shaft. 
#5312 NEW '$.50 ea 


EQUIPHENT 
HANDLES 
brushed 
aluminum 
5/8"W flat top. 2"HxS.3"L3 
B-S2 tapped. Amatom mfg.; 
#ALH-S-2, NEW, $3 per pair. 


dia metal 


FLUTED 2-3/8" dia knob with 
3" dia skirt; brass insert 
for 3/8" dia shaft; black. 
#KNB-863233, $2.00 


FLUTED 1-1/2" dia knob with 
2" dia skirt; brass insert 
for 1/4" dia shaft; black. 
#KNB-862152, $1.00 


2" TUNING KNOB black 
w/chrome-finish trim, 
Metal insert 15 a i 
shft. #ROB-B/C $1.25 


EQUIPMENT GLIDES military 


quality 2"W x 18"L 


, chassis slides have 
~  »2i" travel; load ra- 
SSss—ting approx 100 Ibs. 
6 lbs sh; #GL-1821, used, $t0 $7.50 per pair. 


SIBMANS #564104K, "3 eh *115/ 
230 VAC 60 Hz; plug & lead 
connect. 1#x23x2, 1 1b. $1. 


410-3, 2x5 amps 125/250 ac 50-400 Hz; tour 
¢ der terminals. 2x23x1l4, 1. 1b. 31.25 eae 
F-10869-208, 2 x 10 amp 250 VAC 50/60 Hz; 
Bett a. 1 lb. "Spike" protector! $2.95 
Dornell—Dubilier #NF10242-2, 190 amps 50 VDC; 
terminals. 4.8x3. SKS5 4 1bs sh; $8.95 
eng 55 amps 50 VDC; two stud terminals, 
3 lbs sh we $2. 95 


loud, penetrating sound w/screw- 
driver volume adjust. Steel con- 
struction; recess mount. Front 

size 4%4x1.25; 1.25" panel depth. 
= ibs sh. #KS-1207F7L2, ‘NEW, $5.95 


ADJUSTABLE ALUMINUM SHOCK- 
MOUNT WITH FouR [#-3 LBs. 
SHOCKMOUNTS. PERFECT FOR 
SMALL POWER SUPPLY, AMPLI- 
FIER OR OTHER GEAR. FITs 
DEEP UNIT; 2" HIGH. . 
oAJARA, UNUSED, $2.50 


SPRAGUE JNi7—495082 4x20 AMF 
277/480 VAC, 4x4%4.75 plus 
tug length; S lbs sh, “#t2-85. $10.00 


oe" 


5-1/8" x “ean To 74" 


CORCOM #F2609 2x20 amp 115/230 VAC 50-60 Hz; __ 
Su wt: 3 Les. #T- 


S"Lx1.S5"Hx4"W, 2 lbs. NEW, $5.95 


MICA CAPACITORS 


ty G-SERIES TRANS- 
‘ MITTING CAPACI- 
TORS, used-good 


: 3 or unused as 
—, available. 
Gi-type, 2.3"H x 2.8" dia; 


MFD 
0.0001 
0.0002 
0. 00024 


+ 1 eh eee 


KV 0.0039 mfd, $12.95 


SEC: 

MMF, ONE SEC 

10-360 MMF , 

3 BAND CALI- 

"Size: Tang | 
IZE3 /X 3X G3. 


Pie) To {2 MH 
wt: 10 LBs. 
95 useo 


TUN NG ney 
TOR F RT-1 76/ : 

PRC-10, 38 Tog 

54.9 Maz; 5- 

GANG, 5-33 ah 

GANG. WITH EY ANO 5/8 
DIA. GEARS} 16" ota ere 
14x i-5/8x4} ake $4.9 


RBF-3-14A164, 10-40mmf gap 
2ive Sax2exe $2.95 


TRANS. -CAPS. 


Dua 4-30 mmr 1000 voc 14x 
1$x2, sHart 4x2 P/o BC-640 
CARDWELL 430/IM REM $2.95 


Duat 5-25 mmr POOO voc 14x 
14x44 sHart $x e/o BC-640 
CAROWELL 525 aM REM $3.95 


Dua 4-20 MME “2000 voc 4x 
13x3 sHart $x$ p/o BC- 
3.95 


CARDWELL 420 2M REM 

Single 12-65 pf, 0.06" zap; 
3/8xq" dia shaft, o/a 34x 
1ixes. #CARD-427B NEW $5. 


BC- ae RECEI- 
3 GANG 6-36 


ITH SLUG FURED 


3-GANG, 


RECEIVER STYLE. 
VARIABLE CAP- 
y ACITORS, S00 Vv 
. sh / spacing; 1/4” 
dia shaft. 4x1.8x1.5, 1 1b 
2-GANG, 18-90 & 10-275 pf; 
2"L shaft. #97400, $2.95 
2/20-365 pf & 17- 
#5740, $4.50 
15-325 pfs; (124x154 
Xx ijS. 0512-001», $2.50 
2-GANG, 25-90 & 40-210 pf; 
Li 3xbv3xieSs £900229, S22 


1735. .pfs; 
1—-GANG, 


#56972, 2-gang, 9-50 
10-100 pfs ixixd/4, 


#074-050J-2, 8-20 pf 
1/4" dia shaft, 


ceramic, 


cat retee “having 21 Mhz be 
width and 3-db insert le 
@-1715' Mhz. 1N21B crystal 
mixer 120 Mhz output from | 
1820-2520 Mhz injection. — 
"C® and "BNC" connect. 94x 
x33x3% 4 lb #PRE/TRC2O § 
#SCPR/TRC29 TRIPLE COUPLER 
which fed P-A, 36 db and ~ 
65 db RF outputs; DC out- 


ection peas to hold setting. 
0.04"spacing. 2sxl§x1-7/8 in 
$xg¢in dia shaft. coil& says 


put for P-A meter. 4 "C® 


pORIM, SHaeT.O/16 connections and one 1N2 


™" STK#BDI0S6V 
31zE: 4$x2xd4; LB. 


HAMMARLUND 


G3, S"Hx4" dia, 
CAPACITOR 


$27.50 $18. 
0.00015 


S"HxS. 8" di, .$39;30 $30 

6.0 0.0373 

* * * * * * * * * * * 
PLASTIC CAPACITOR, 0.02 mf 
120,000 WVDC; 17.5"Hx6. 3"x 
4.5", 18 lbs sh. $130°5120. 


-_ + + + + 


HV CAPACITOR 
ASSEMBLY, two 
QO. 8"Hx0. 8" dia 
capacitors on 
bracket marked 
"15 KV WDC SOO PF"; great 
for your high voltage pro- 
jects! O/a 2x3x2.3; NEW. 
#CAPSOO-1SKV $2.25 ea, 3/$5 


used in 400 W 
transmitters; 
4.5" dia. T-4 
type has nine 
banana jacks; 

C-type five 
span Used/ 
2 lbs: 

SS. 

SS. 

$S\ 

$s. 

$6. 


unused as 
#T4-1540, 
1548, 
1549, 
-389A, 
-4478, 


TRAVELING 
WAVE TUBE 


Ax 
ITT D-2013 Cw TWT, 5 watts 
$3 db gain, 8.0-9.6 Ghz; 
6.5 v. heater. 12x14@*" dia. 
3 lbs. sh. Unused, $45.00 


an > 
— — 


RCA 4012/1157 TWI, 2.0- 
4.0 Ghz, 36 db min., 20 MW 
min. oc x 3s"h x ek 
4 lbs. « Unused, 00 


MICROWAVE 


* 


“—~, 
} “Baia 


dabei 
MICROWAVE DEVICES, used: 
SPERRY #D4402-2 ISOLATOR 
4.4-5.0 GHz 1 db insertion 
loss; 15 db min isolation. 
N male & female conn. $14. 
MICROLAR #HR-SON DC IN- 
BLOCK, 2-8.5 GHz, $7.95 
MICROLAR #HZ-10T SIGNAL 
SAMPLER, SO MHz-12 GHz; 
reactive T-adapter TNC (m?) 
to TNC (f) to BNC (f), $8. 


MICROLAB #TA-SMT TNC (m) 50 
ohm termination, $6.00 

MICROLAB #HA-A64 HIGH PASS 
FILTER, 2 GHz, unused, $12 
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me) 20-90 pr 0.05 


h ver-plated, 
0.04" thick, 

. plates. Right 
anele worm and split gear 
drive. Shaft 4* x i" dia. 
42x33 x5z #446- 6571 $9.95 


VARIABLE 
CAPACITORS, 
ale t/ 

; T-195/ GRC 
®8& 2s ag transmitter. 
#C-222/T-195, 25-485 pf 
one sec. 3; 23-437 pf the 
other. 0.03" air gap. With 
gears 1g" dia. and 5/8* a. 

$x3x4¢ overall. $4.95 
#C-221/T-195, 13.5-77.8 pf 
one section; 17-99.6 pf the 
other. 0.094" air gap. $x 
$* dia. shaft. 5zxl3x3¢ 
overall, 2 lbs sh. $5.95 


3-GANG RECEIVER-TYPE, 20 tv 

525 pf/section; shaft 3/4"x 

1/4" dia, O/a 4x1.5x1.8. 
#ASP-7719, NEW, 


S=-GANG, 15-160 ben POR 
0.02 air gap; 4® dia shaft 
Ex4bxl$. pote) 95.95 


C-624 RECEIVER A; 
.F. TUNER ASSY 
00 - 156 mHz 


B 
R 
/ 
A.M. W/VARIABLE 
CAP.,COILS, TUBE 


SOCKETS. OSC. 
sec.p/o SCR-522 
5x5x5; wt: 7Les 
2ZK11150, unused, 


4-GANG @ 

VARIABLE « 
CAPACI- 
TOR, 20 

to 535 < 

pf per section, 0.03" spac- 
ing; shaft 0.3"x0.3" dia. 
O/a 6.9x1.9x3.2, 2 ibs sh. 
#4G-535, used, $9.95 

> > + > +> > + + +> ¢ - + 
TCS Rx NOISE LIMITER KIT w/ 
12H6, ceramic switch, resis 
tor & capacitor. NEW, $3.00 


li 2 


PLUG-IN TUN- 

ING COILS for 

BC-230 trans- 
ye mitter; 2 lbs 
> Used, $8 each 


3200 to 4000 KC 
4000 to S000 KC 
S000 to 6200 KC 


#C-382, 
#C-433, 
#C-384, 


PLUG-IN TUNING COIL SETS 
for RU-18 & -19 receivers; 
3 lbs sh. Unused: 
RANGE D, 850-1330 KHz, 
t 1330-2040 KHz, $9. 
od 4000-6000 KHz, $8. 
$ K, 9050-13575 KHz $7. 


$10. 


$1.50 


Single 7-26.35 pf, 0.06" air 
Bap; shaft 3xz dia, o/a 
2xex1k. 0227/3088, $2.95 


JOHNSON #155-2-2, 
2 KV3" l.3x1/4"* 
o/a 3.6x2x2. 


8-54 pf 
dia shaft, 
NEW, $5.95 


SINGLE GANG 
20-400 pf 
0.02" gap; 
ceramic in- 
sulated. 
3/4x1/4" d-shaft; o/a 4x1.6 
x1.8. #C1003/T195, used $6. 


MILLEN NEUTRAL 
Rito CAPACI-— 
TOR, 2-gang, 

Bie each a to 

pf; 0. 0625" 
spacing. 1/2"L 

dia shaft; o/a 4.3x2 
#27925, NEW, $4.50 


x1/4" 
“LeDe 


SIR VARIABLE 
CAPACITORS 
“BC-191 tuning 
units; 0.06" 
air gap: 
t9-Tte Bes 
dia shaft, $5.95 
11-66 pf F 
dia shaft, 
LS=72 pt S 
dia shaft, 


#T7660445-1 
1.8, 174" 
#P77461569-= 
2.3, 1/4" 


#T7660443-8, 8-26 pf, 5/8" 
1/4" dia shaft; O/a 1.8x 
2.8x35, 2 Ibs. Used, $3.95 


PRECISION so 

CAPACITOR AS- & ses 

SEMBLY from _ 

LM frequency | 

meter (pg 33) — 

11 to-167 pf 

with vernier 

tuning. LM 

unit shipped 

less tubes, xtal, lamps & 

cal book; 12 lbs sh. 
#LM-PVC, used, $12.00 


es, 


| 
TRANSMITTER 


PREQ. RANGE 8-|2 MHZ.CONT- 
AINS VAR, CAPACKTORS WITH 
SHAFTS 140 mmFD, 190 mMFo. 
2/ceramic cap. [/mica cap. 

4/R.F. coiLs,2/Res. |/DPDT 
switch, dial, and two knobs 
Rear plugs are broken. 2x83 
x44, 4 Lbs sh. Used, $3.95 


MAR TRANS-— 
CEIVER uses 
single xtal 
channel in 
2.5 to 4.5 
MHz range, 200 MW output. 
In waterproof black plastic 
case; mic and headset cut- 
off and not available. With 
tubes 3/384, 2/1T4, 1iR5, & 
155. Requires 67.5 VDC = ma 
135 VDC 19 .ma, 1.5 V 20 ma. 
8.8x2.8x7.8; 8 lbs sh. 


Used-AS-IS with book, ¢6.95 


fror 


ted = Wie 


$4.50 


removeable. _ 


yfatis2t 146L}, P 


GANG, 


GLASS PISTON CAPACITOR 
#VG=S0G5r30 pi 2x. Aan, 
#2ID9025V-99 TRIMMER, 3.5 to 
ae Fel wee be kt Oar veh ek 
shaft; o/a 2.3% 1RT.35,. $1.25 
SINGLE 10-100 pf, 0.02% 


gap; #xi" dia shaft o/a 
2éxigx1e. #3De100V $1.95 


Sl. 


A\R-PADDER CAP 


7 f ALL PADDER CAPs. 
\ REQUERE SCREW- 
DRIVER ADJUST. 


ES614178 
657-53 


4-18 pf 
8-55 pf 


$.60 
79¢ | 


SBL72265-2 8-32 pf 5o¢g 
SD9011V-7 5-14 pf silver- 
plated Hammarlund, 89¢g 
#C2/R174, S-42 pf trimmer; 
1x1/4"d sh, 1.5x1.3x1.5, $1 


#CO5SS/R174, 2-11 pf screw- 
driver adj; Sxtx5, $3.50 


309006V-7 DIFFERENTIAL, 3- 
-045" Gap; 14xI1x2, 
lhxa" p. sHaFT. New, $1.96 


JOHNSON #160-102 TRIMMER. 
1. 5-Sali pti 3/16") shtt S273 


SINGLE GANG. 

Rettig 20-245 pf 

Ly my (i 0.035" gap; 
gold-plated 

3 rotor/stator. 

dia shaft; o/a 3x1.8 

#C107/778, used $6.95 


1x1/4" 
x2.-5. 


COMMAND. RECEI= 
VER VARI ABLE 

CAPACITORS, | 
S-GANG, TRIM-,, 
MERS & GEARS. | 
2$x3x44; 3 LB. 


#6558, 62 pr, 6-9 MHz, $4. 


JOHNSON “M" SERIES, 7/16" 
dia slotted shaft; o/a 
1-S/8x2/4xS/8. Used: 
#160-120/20m8, 3 to 32 pf, 
28 plates, $1.25 


ROLLER 
INDUCTOF 
ASSEMBLY 
with 115 
vaAC 400 
Hz motor 
drive, 
3.4" Ig 


x 1.75" dia coil; 28 turns 


#18 wire approx 14 uH with 


center tap. Designed to re- 
sonate antenna to a trans- 
ceiver’s, frequency. 4.5x 
2.8xz.8, 5 lbs; used. 


#TIO1/CU-991, $14.75 $12. 


connector. 5$x2$x1li $7.50 


-K FM TUNERS 


ent. 975° ant, 
1/4" dia shaft; % 
#00331591A, two MOSFET RF, 
MOSFET mixer, 2-transistor 
oscillator; 3:1 gear. Re- 
quires 13 VDC; 4. 8x2x4. 8. 
NEW, w/info, $9.95 $7.95 } 
#00234229 (Alps), similar Jf 
features except IC oscil-— 
lator tA fe gang capacitor 
5, Sx 20 Siamese a 
new $7.95 ee 


(Alps), . 
two transiayen | 
oscillator; req -12 V; 3.5x_ 
2.3x2.8. NEW $495 93,50 | 


OLDER-STYLE TY TUNERS, AM 
(550-1600 KHz) or FM (88- — 
108 MHz) as listed: 5 
AM-FM TUNER w/ 

12DT8 tube and 

diel ;—“3x2x3, 72 

lbs. #2HO2, $5. 


with 3-gang 
variable capac- 
itor approx 40 


LC-902 ANTENNA 
INPUT TANK for 
TN-2A/APR-1 tu 
er for 76-300 
W/variable c : 
itor, coil; Gee 
tube socket. 4.5x3, 4#. § 
LC-701 300-1000 MHz OSC, 


OUTPUT NETWOR: 


L112 variometer to provide | 
Fi and L matching for 8135 ~ 
tube. S57 uHy coil tapped 2- 
6-15-24-34 uHy, coil tap 9% 
switch, and 7—-Centralab 9850 | 
4V caps 25 pf, 3/50 pf, 3/6 

pf. 5.5x8x3.5, 7 lbs sh. a 
#ONET/ART-12, used, $12.90 | 


STAND-OFF'S 


STAND-OF F INSULATORS, crows 
FEET TYPE. BRASS AND PLATED 
BRASS BASES AND TERMINALS, 


+04 


D=DItAMETER — 
= H=HE!GHTH 
M=MOUNT BASE 


HOLES! CENT- 
ER DISTANCES 
ST=ScREW TERM- 


INALS 
ul: CT=CLAMP TERM- 


MICRO SWITCHESIE PUSH SWI 


TOGGLE SWITCHES, some sin- 
gle hole mount, some with 
mount plate; NEW or REM 


(removed from equipment. 
+ 


DPST interlock n.o., (3Z~ 
9825/254), #PSWOO6 65¢ 


SPST pull switch, normal- 


+ + + + Fe + + +H + + 


AIRCRAFT-type TOGGLES, two 
hole mount, illuminated tip 


+ + + 


SPST MICROSWITCHES ‘te 9" x 
0.6"x1.3", $.35 ea unless 


Tee otherwise noted. Normally | “iy open, #23W00h 95 | Spot new 5/28 8-15 65 
ND-OFF , CROWS FOOT, 7 #8- og Bobs BROWN TCE R— fos oe ee Ce aie -<-- te - : et 3 = (momentary norm-closed) 
~Hxl4 0. SCAT, ASE ,2¢ CTRS. AMIC; M= "TERM. CAP #YZ- oa SPST normally closed case | SPDT new S/125 B-SA .65 
TOP CAST ch og 2 SCREW SIZE: 7/8x|~ 5/an DIA. SR gpaabberire ete ot ME Na I A ground; #PSWOOs 35¢ (ON-OFF-ON) 
SHPG. WT: 2 Les. $2.7 ---s-- see SPDT new 15/125 B-1B 75 


DPST rem 30/125 


+ 


Cat 


+ 


1.25 


+ 


3.00 


i H4—D|.25-ST2, WHITE; Rt ta laser SB SPST normally closed, 
ee aon: 3 TERM CAP: He #WZ-2RD n.c. beveni taunt . Grayhill #4002 50¢ 
DIA. LBS. ae 2 arent 


2=-BUTTON momentary; red 
XW-H5-D WHITE * #SW-186 n.c. O.5"H plunger BUTTON 2 Min ae 
et aera tise ie Pe eh ada Bd e ¥ breaks, bdlack makes. Sgx 


4W-H5-D1.25-ST, wHiTe; MU-SWITCH TYPE D in split 1-5/8x1-1/8; #RB-BM $1.50 


Se ee + + 


INDUSTRIAL-type TOGGLES: 
SPST rem 8/125 8817K2 .35 
(above momentary ) 

SPDT rem 8/125 ST-42D. .35 


+ + + + 


2 INSULATOR (F162 
oa ue DIA. W/NECK 


8" tonc 60¢ 1 "| dye-cast housing; 0.5" ta (ON ON) 
RM CAP: : ; 0. P . 
Tock No. seo" Lone 2-628 . fae CAP sfex|3 Bonduit ROBE 177805 amp DPDT rem 5/125 ST-22R .35 
° ° (momentary ) 


125/250 VAC, unused, $.75 
#B-H5-D!.25-CT, ce wi Ra Ra wep Le le alee 


MULT! PUSH 
aca i nage CAP: Psy SPDT, one side n.o.; other 
° ¥ . n.c. 1,.9x0.6x1.3, $.45 ea: . i 
ees | er es oo 


#W-H6-D1.2S5S-NTTH, white; 
2.6". No terminalgegap but #82-9R104, pin-style 
threadedss 2)ibm! oh. S425 .40c. Soh ee aa ean 

: #BZ-RDTC, button-push 


#B-H7-D1i.25-ST, brown, M- = ---- - 
2-6". Term cap 1x1-3/4" 
dia; 3 lbs sh. $4.75 


QUANTITY DISCOUNTS on ‘stand 
-offs! 10-25 ea (1-type) 20% 
ORF eon O26r99)).) 30%, LOO). 


FLEXIBLE 
COUPLING 


CERAMIC FLEX COUPLING 
#COUNOi2, 1.3"x1.3" X-sty- 


SAME AS ABOVE OVAL TWIN- 


RCELAIN -STAND-OFF INSULA- 
RS, SCREW THREADED. 
+750, 8-24 THro, $. 50. 


75H-1D, 10-24 THR, 85 
w/2. 8" 


DPST rem 10/125 ST-S2K .40 
DPDT rem 10/125 ST-S2N .50 
(ON-ON) 
DPDT rem 10/125 ST-S2R .50 
(ON-ON momentary) 

DPDT new 6/125 T-WB-87 .75 
(QN-ON, 1” mount barrel, 
1/2" dia white ball cap) 

SPDT rem 10/125 8742K5 1.25 

(ON-OFF-ON) 
4PST rem 15/125 7661KS 1.00 
4PDT rem ON-ON 34TS11-3 $1. 


SWITCHCHAFT DWwW-Type, each 
section DPDT 3 amps AC; 0.5 
A DC 125 V non-inductive. 
Can use T-1i size lamp. NEW 
#67097-506, 9-button Push- 
on/Push-off; 1x6gxlsé $7.75 
#67091K-506, 9-button inter- 
locked, $6.50 
#67137-506, 13-button Push- 
on/Push-off; 8g"W. $9.75 
#67131K-506, 13-button in- 
terlocked, $7 95 


-PANEL BUSHINGS 
32 bolts. Used: 
#4203, two 0.5"Hx0.9" dia 
| ceramics £/0.3" panel $.75 
#4204, two 0.8"Hxi.1" dia 


#MXY-O-Z24, lever-toggle 


#V3-1, O.6x1x0.4 size 


C-H TRIGGER SWITCH, DPST 
norm open w/spring-loaded 
actuator; 12/6 A 125/250 
VAC. #CH-TR-DP, NEW, $2.50 


ONG SPREADER INSULATOF, 


“porcelain tet. Sut S 
soap #361100-192, $2.75 


ee ee ee 
TEN PUSH SWITCH STRIP EACH 
D.P.0.T. §!NDIVéDUAL HOLD OR 
COLLECTIVE OR PELEASE.NEW 


3-WAY FOOT <= aot 
CONTROL 


dia hole on ends; 2#. \ Se PROGRAM SELEC- 


85181, $1.95; 2/$=. le for 1/4" shaft, $.75 ea] large ae ee) TOR ASSEMBLY, |2x4x3/4; NO.405234 $2.25 
ogg SRR, SS get aes i #COUNOO8, 2-5/8" dia X 2" "play" five rockers 

for 3/8" dia shaft, $.85 pedal each actuate a ROCKER SWITCHES 

#COUNO10, 3.5" dia X 1.6", V3-type SPDT 0319 SPST 


Microswitch. 
Also six Dialco indicators [ ~------ asin at 
with 5/78" square inscribed 
lenses. 3.5x4.8x3, 1 1b sh. 
#PROG-SEL-V3,. used, $2.50 


dia shaft, 
SHAFT EXTENDERS or coupler 
£/0.25" dia shafts. Slides 
over shaft with extender 

shaft on other end. Used: 

#SH-EXT2, extends 2", $.75 
#SH-EXT1, 7 1.3" $.50 


switch ‘ 
has two smaller bar switch- 
es rated 15 A 115/230 VAC. 
Wollensack mfg; w/6’ cord. 
1.5x7x5.5, 2 lbs sh. NEW 
#FSW-A0S48, $8.95 $6.95 


INSULATOR, 2.5"L 
; 1/16" holes 4/951 


eo 


0320 SPDT MOMENTARY BOTH 
stipes. 65¢ Ea. 2 FOR $1.20 


PUSH 
BUTTON 
SELECTOR 


WHITE BUTTONS, | THRU 4 
SEPARATE CONTACTS, 9,6,7 
MAKE 2,3,4 RESPECTIVELY W/ 
COMMON. RED BUTTON RELEASEE 
ALL. RATEO © , ,120/240vac 8: 
s1ze:43x{2x2t; wt: 2 LBs. 
GEFASPBI28- ran, unuseo $.75 


ae IN-88 SPREADER 


Cutier-Hammer MLiN1i-TOGGLES, 
All 6 amp 120 VAC; NEW: 


DFDT center-off $1.50 53/$4 
SPDT on-on, $1.65, 3/$4.25 
4PDT on-on, $1.75, 3/$4.50 


TAP SWITCHES, 120/ 
240 Vac 10/5 amps 
unless otherwise 

mares 2nd. Used, 


S-COND. GROUNDED equipment 
cord, 8' #18 wire. Molded 
plus; black. #FW-SCG $1.25 
3-COND #14 wire, 6 ft gray 
taper feed-thru w/molded plug. #W14-46, $2. 
1b sh, eo $.9 95 | g-conD w/business machine 
Rare a sree Plug, fits most Hewlett- 
“THRE DED ONE-END$ “Packard equip. Without AC 
A ° ; lug; 5 HP-3CG $1.50 
oan ernie" $1.0) 2 
-: 3-BLADE cord w/AC plug for 
| STRAIN INSULA- 


| newer H-P & business equip; 
f # 
; TOR, 42x28 6’ black. HP-NS, NEW $2.50 
dia; 1" dia 


core feed-thru 


srcelain. #SP/ST-32, $1.00 


ee, 


TOR, 3x23" dia; 
£8 to #* dia 


#AHH-230; 2-deck 
S-pos and OFF. 
Cont. turn; 15/10 A. No 
knob; 3/16* a shft. $2.25 
#AHH-33-10; 3-deck, 3=pos 
with knob, $2.50 


MINIATURE SWITCHES, all new. 
Black: blk. White: wh. 


LEVER SWITCHES 
APDT one sioe 2PDT 


OTHER “STDE,BOTH SIDES 
MOM.# 1155" NEW $2.00 


TV-2 tube test Pl 
lever sw; make 2- 


OPDT nomentary, blk or wh 
button (a); C&K #98221 ¢.65 

SPDT on-off-on, wh. toggle 
(b)5 Alco #MLD1O6E, 75¢ 

SPDT on-on, blk. rocker (c) 


A . << 
ME i ae ee Ae 
7 


More DOLLAR-DAZE: 


TOGGLE SWITCHES, SPST ree e JBT AMR2-123, 65¢ break 2. Removed $2. 
BR cet-orte, 8781.00 | Y46 30/15 A (2= Beeeenatas tke) wren ye 2PDT ONE SIDE,OTHER 
wire), 15/15 amp = Alco #MSP1LOSD, ¢ ) MAKE, 


SPDT on-on l-saide momentary 
blk or wh push; CKS8168 65¢ 
SPST black rocker; not mini 
Carling #123, $.60 
SPDT mini-toggle, baton 
throw: on-on. #7101T 65¢ 


%& 

f g h 
DPST one side mom. (f) tog- 
gle; Alco #CST-023TA, 2/$1 


P/O EE-2,usep $1.00 


SPDT make before break and 
2/SPST normally closed; 
single hole mount. Tele- 
type #129596 (FSN #5930- 
259-6880), unused, $1.50 
2PST ONE SIDE ONLY HOLD,CTR 
OFF ,ONE HOLE MTG. 
SWITCHCRAFT 5/3148 new $} 


(3-wire). 1-7/8x = 
18x14, 2 lbs sh. 
Used w/knob $2.50 


SLIDE SWITCHES, 2PDT By 4 
and SPDT, 5/$1.00 § 


SPST ROCKER DIP . 
SWITCHES for PCRS 
board use. Can & 
be soldered or 
fit in socket. 
Grayhill mfg. NEW 


#763B04, 4 sw, $3.75; 5/23. 


6-POSITION CERA-— 
MIC TAP SWITCH 

for 100 W BC-275 
xmitter; 2. 3x2. 
s x1.8, 1 1b. NEW 
— ~ #279605 $3.95 ea 
10 for, $22... 100 for $265. 


dic f 3-CONDUCTOR 
SELECTOR SWITCH 15 BUTTON, | MVemmmetel- Madcon, @° #14 
MAKE ONE BREAK ONE, RELAY ALE ares 


RELEASES. ALL BUTTONS WHEN | mouided plug. #Wié—-3C $1.65 

ssid beh eae) 115 vac 7" 24v0dl ueaTER CORD type HSJ, 3-con- 

~$4ze:123x Tyee WT: 3.05 ductor 7.5° #16 wire; grey | 
eli new $3.95 moulded R-A plug. #HSJ-16 $2 


an KNIFE 
“% SWITCHES, 
unused: 
i: eS i Se 
04, DPST.on 1.8x1.5 
" ceramic base. $1.75 


SPDT on 1.3x0.5 
1" phenolic base, $. 65, 


3PDT 400 A 600 
VAC TAP SWITCH, 
no "OFF" posi- 
tion. 9.5x9x9, 
25 lbs sh. 
#0279, NEW, $29.95 


DPDT on-on slide (h), 6/ $1. 
DPST sub-mini slide switch; 
Chicago EIA 50, 5/$1. 


EQUIPMENT BLOWERS 


18 VDC 2400 RPM 5-BLADE FaN removed 
= \ from oscilloscopes; runs well on 
ST be x 6 VDC. 7" dia blade rotation; o/a 
a ei"dia X 54 depth. Includes eight 
; ae single TO-3 heatsinks; 8 lbs sh. 
mY #B401/USM, used, $16.95 
DUAL BLOWER, 3450 RPM 1/12 
HP 115. Vac 60 Hz 1.1 A GE- 
moter; 3° inlet, 34x2 out- 


let. W/capacitor; 11x6x6, 
10 lbs. #GE-JG284 used $15. 


DUAL 220 VAC BLOWER, 
1/8 HP 3450 RPM; approx 
450 CFM. Removable 
frame; 6.5x29x7.5, 
#URC683-KP, used, 


EASTERN AIR TWO SPEED BLOWER, - 
2800/3200 RPM capacitor-start (a7. 
motor 1/40 HP 0.38 amp 115/230 \s ae 
VAC 50/60 Hz. Mounted on base Tia 
w/4 mfd capacitor, terminal 

strips. Approx 150 CFM. Intake 

3% dia, outlet 1#x24. O/A 83x11x63, 14 lbs 
sh wt. EAD#B747M1-C, used, $12.95 


FASCO DUAL BLOWER 50 C.F.M. 
115 vac 60 Hz 0.74 amp @ 2800 
RPM. Outlets 2x1-5/8. One out- 
let is parallel to mounting 
base; other is at 90 , but can 
be modified as shown in pic- 
ture. Inlets 2}"dia. Overall 7$x6x5g, 12 lbs 
sh. Fasco type 21, #1278217, unused, $10.00 


(. 


BLOWER/VACUUM, 115 VAC solenoid 

reverses intake/outake allowing 

unit to work as blower or vacuum, 

13" dia hoses; 6x8 dia, 12 lbs. 

#SM-CPB, $12. Less soelenoid, $9. : eS 


= = 
ez 


40#. 
sis. 


5-BLADE COOLING FAN removed from 
military power supply; 42" dia ro- 
tation. 115 VAC 0.1 amp 3500 RPM; 
w/capaciter. 2£"D. #FAN-2054, $4.50 


‘S HOWARD 4.5" square S—-BLADE FAN, 5/8" 
é - deep aluminum cast frames; 115 VAC 
x #19 watts. O/a depth 2-5/8"; used-re— 
igs ,e8- moved from equipment. #1175-08, $7.95 
4-BLADE 6* DIA FAN in conical 
74% to 5-3/8" dia X 7" high 
housing; 115 VAC 60 Hz. Adapt 
to use as duct fan. 8 lbs shi 
#OM/4B-DF, used, $9.95 


. FAN-TYPE BLOWER, 115 VAC 
| 60 Hz 20 watts; 4% plastic 
' fan blades. Open frame low- 
noise moton in metal case- 
ment-type frame. Approxi- 
mately 100 CFM. 135x5x2, 
5 lbs sh. Howard #1075-3102, used, $4.50 


“ MEATSINKS 


Clean HEATSINKS, 10.3x4.5x1.3, NEW: 
#10D1041 for seven 1/4" and three 
3/8" dia diodes, $3.00 

#1D1041F flt-bot £/0.75"d diode $3.50 


HEATSINK PANEL has feur t 
10x2-7/8xl¢ heatsinks 

and six 2N3055's.on 10% rk 
x14 panel; 9 lbs sh. / 
#HS-M32, $12.00 


#WE-H1D HEATSLNK w/diods approx 100 PIV 25 
amp; 5xdxlq. Used, $2.50 ° 


#67763, 6/TO-3; 6.8x6.3x2.4 upright, 4#, 
#2T351-4 with two 1/4" holes for transis- 
tors; 2.8x4.5x1.4 flat bottom, 1 1b. $1.50 
#1T441 for single TO-3; 4.3x4x1.1, $1.75 


ss. 


#5D523-8 HEATSINK, 5x3xl-9/16; drilled for 3 
large stud rectifiers (1" dia recesses), $2. 


#2D953 HEATSINK, 9x4. 8x2.6, 
drilled with two 3/8" dia 
holes. 3 lbs sh. Unused, 


#THS-88, 2.5x3x1 finned area and 
2.1x1.5" flange for TO-3, $.85 
SERIES 680 #.75A-16-1, 1.75" sq 
x 0.75"H for TO-3, $.75 ea 


COMPACT. AXIAL FANS 


AXIAL FANS, 4%* square 
K 15" thick; 115 Vac 
60 Hz. Removed from 
equipment; guaranteed, 


Rotron MUFFIN®or sim= 
ilar; 3-blade 14W $7. 
5=BLADE axial fan in metal frame; 
18 watts. Varions manufacturers, used, $9. 
PAPST #2124F 18 VDC 2 watt or 30 VDC 3 W FAN; 
9-blades, 3.5 square X 1" deep, NEW, $10. 


ROTRON BISCUIT or like fan, right angle 1x2' 
out-take; 115 VAC 60 Hz 16 W. $12-95 $10. 


ROTRON 
MODEL 
SU2G7 
Small 3.1" sq X 1.6"D size. 
Five blade plastic fan in die 
cast housing. 115 VAC 50/60 Hz 
2 lbs sh. NEW, S$127935 $9.95 


oS ee ee ee 


FIVE BLADE 

COOLING FAN, 

45/8 dia. rotationt no en- 
closure, Mounting bracket 
hole centers 5-7/8" apart. 
115 VAC 60 Hz. 2 lbs. sh. 
Airtrol #11-2100, NEW, $4.95 


DUAL FANS fa 


DUAL AXIAL FAN ASSEMBLY, f 
one 3-blade 14 W Rotron , 
Muffin and one S-blade 

18 W metal Howard Cyclohm i 
4.5" sq equipment fans on "== 
11x6.8 metal plate. 115 VAC 60 
#2-AX-FNS6, used-tested, $10.95 


SPRITE FAN 


Hz; 6 lbs sh. 


200 CFM FASCO BLOWER, 115 VAC 
60 Hz 2.2 amp @ 3200 RPM; motor 
speed increases to compensate 
for any reduction of air intake. 
4.5" dia inlet; outlet 3x3.3. 
Flange mounting 4.8x4.8; o/a 8x8x8, 
9? lbs. #50755-J448, used-good $10.95 


100 CFM FASCO BLOWER, 115 VAC 
60 Hz 1.0 amp @ 3100 RPM. 
3-7/8" dia inlet; outlet 2.5" 
x2.5". Flange mounting 5.1x4; 
o/a 7.3x7.3x6&, 7 lbs sh. 
#7021-O0573, NEW, $12.95 


150 CFM FASCO 
»¥ 60 Hz 1.5 amp 


BLOWER, 115 VAC 
1/10 HP. 4.5" dia 
inlet; outlet 3.8"x3.4". Has 
9.6x9.8 mount plate on intake 
side and motor start capacitor. 
Big blower --small price! 12#. 
#7082-0124, used, $9. 


HOWARD #1175-08-4 BLOWER, 115 V 
60 Hz 12 watts; intake and out- 
take each 7/8" dia. Suitable 

for quiet cooling/blowing uses. 
O/e 4$x3$x34, 2 lbs. w/hose, $6.95 


ROTRON CARAVEL 10" FAN, 550 
CFM free air delivery using 
3-blade fan with special Fea- 
thered Edge for quiet opera- 
tion. 3.5" deep aluminum 
housing; self-lubricating 
bearings. Operates on 220 VAC 
60 Hz but will work on 115 


VAC at S0% rating; 8 lbs sh. NEW, $24.95 


BOXER FANS 


QUAD-AXIAL FAN ASSEM- 

BLY, 8x22.5x2 housing 

with four IMC Super BOXER® WS2107F fans. 
Each 4.5"x4.5" 7-blade fan rated 115 VAC 

2 117 CFM; 13 lbs. #4-SBX-FN, NEW $32.95 


12 VDC FANS 


ROTRON SPRINT 12 VDC FAN, 1.4 W; 
3.1" sq, 2#, #ST12G6, NEW $10.95 
PANAFLO MINIATURE 12 VDC FAN, 

2.3" sq. #FBP-O68-12L, NEW $8.95 


SCOPE, 


VHF GENERATORS 


HEWLETT-PACKARD 608-Series VI 
SIGNAL GENERATORS, AM-Pulse-CW 
emission; 400 or 1000 Hz modu- 
lation. External modulation : 
hz to 20 KHz, O to 95%. Larg 
3.5" dia meters indicate Per- 
cent Modulation and Output ee | | 
Volts-DBM. Require 115/230 VAC | 
_“— 50-400 Hz; 16.4x19. 9x21, 72#. 
HP-608C, features broad 10-480 MHz range dnd 
high output of 0.1 uV to 1 V into 50 ohmea; 
frequency accuracy +/-1%. Reparable, $215.00 


HP-608D, 10-420 MHz range with built-in1 | 


& S MHz calibrator; Reparable w/book, $250. 


HP-608F, later model covers 10-455 MHz with 
0.1 uv to 0.5 V output. Built-in crystal ; 
calibrator provides check points every 1 MHz 
upto 270 MHz and S MHz check points above; 
accuracy +/-1%. 608F has phase-lock frequen- | 
cy control capability if used with HP-8708A ~— 
Synchronizer (not available). Checked, $425. 


450-1230 MHz AM-CW-pulse | 
rackmount, 63 lbs. $275. # Ff 
800-2100 MHz CW-FM-pulse, f 

70 lbs. Reparable, $250. 


H-P 400H VM 


HEWLETT-PACKARD 400H VTVM with 
wide mirrored scales; 90.0001 to 
300 Vrms in twelve ranges, —5SO 
to +40 db. Response 10 Hz to 
4 MHz; 23 1bs sh. Used-repara-— 
ble, $45.00; Checked, $85.00 
MANUAL, partial repro, $8.50 


ANSFER OSCILLATOR 


HEWLETT-PACKARD 
2590B TRANSFER 
t OSCILLATOR, usa- 
- ble with HP-5245L 
; frequency. counter 
with 5253B plug-in (page 30, WS-87 Catalog) 
to extend counter’s range to cover 500 MHZ 
to 15 GHz. Phase-locking allows measurements 
equal to the external time base used. Funda- 
mental freq range 240 - 390 MHz; internal 10 | 
MHz reference. Also automatic search oscil-" | 
lator, AGC, FM discriminator, and envelope 
detector for FM deviation measurements. 


HP-612AR GENERATOR, 
0.1 uv-O:5.V out; 
HP-614A GENERATOR, 
0.22 uv-0.5 V out; 


HP-5245L ELECTRONIC 
COUNTER, popular 
solid-state 7-digit © 
plug-in counter ~ 
with HP-5253 plug- 
in allowing fre- 
quency measurement upto 500 MHz. Wide vari- 
ety of plug-ins offered by HP makes this a 
very versitile unit. Sensivity 100 mv; gate 
1 usec to 10 sec in decade steps. Requires 
115 VAC 60 Hz; 5.3x16.8x18.3; 36 lbs sh. 
Used-reparable w/book, $250.00 


HP-524S5L MAINFRAME only, usable to 50 MHz, 


used-reparable with book, S185 $135. 
HP-5262A TIME INTERVAL plug-in £/5245, 


$100. — 


HP-1707B DC-75 MHz PORTABLE 
10’ mv to 5S V/div de- 
flection in 9 ranges, sweep 
0.1 us-2 sec in 23 steps; 
delay 0.1 us-2 sec. Rise- 
time 4.7 ne or less. Also 
x10 magnifier, beam finder, 
& 1 KHz squarewave. 115 VAC 
or 12-36 VDC power; 34 lbs 
eh. Used-checked w/book but 
less front cover, 8799 $595. 


50 KHZ TO 60 MHZ fe 


\ HEWLETT-PACKARD 606A, SO KHz | 
| to 60 MHz AM i 5 


e constant out—— 
1 distortion. 10.5x | 
; d-reparable, $150. 
3 CABINET £/606A, add $15. 


points. Other fe 
put and modul 
19x13.5, 


SCALES -20 AND -100 KHz. pane” ee 

Hz; 14x19x9, 60 lbs. Usstag rege Me 
rackmount, $425— oF"a dd Su * cabinet. 
TF1066B/4, simil OoTFt | Pe has 
built-in 1 and 19 Set Jota calibrator. 
Used-reparable w/cabinet, $525.00 


TS-418/URM-49, 400-1000 Mhz AM, CW, pulse. 
- Output: 0.2 to 200K uv into 50 ohms. 124x175 
x133, 70 lbs sh. Used, reparable, $175.00 


TS-419/URM-64, 900-2100 Mhz 
CW and pulse @ 1 MW max. 
into 50 ohms. Repetition 
Tate between 40 and 4000 
pulse/sec. Delay: 3 to 300 
u-sec. 14x173x1l, 50 lbs 
sh. Used, reparable, $165. 


TS-382* AUDIO OSCILLATOR, 
20 Hz To 20 KHz IN FOUR 
BANDS. OuTpuT: 0 To |0 
voLTs across 1000 oHMs. 
WiTH BUILT-IN 6 aNd 400 
HZ REED FREQUENCY METER. 
Size: 10x1 22x18, SHPG. 
WT: tes. Net: 45. ces. 


Price: UseD, REPARABLE, $49.50, Gakckes, $65. 


TS-382F AUDIO OSCILLATOR, MosT RECENT VERSION 
TS-382. Usep, REPARABLE, $60. CHeckeD, $75. 


AN/USM-96 RF POWER TEST 

SET measures output. from 

1 to 10 GHz CW, modulated 

or pulsed. Power input 

100 MW to 5 watts using 

94CEL (to 1 MW) or 94CEH 

(to SO MW) bolometers. 

Separate CN-540 & CN-541 

attenuators extend meas- a 
urements to 100 MW & S W respectively. Has 
3.5" dia meters for O-50 Relative Power and 
Center Scale Balance. Bolometers, attenua- 
tors, MX-2683 bolometer mount, operator’s 
manual included. Requires 115 VAC 50-1600 
Hz; 13x13x14, SO lbs. Used-reparable, $145. 


‘H-P WAVE ANALYZERS 


= HEWLETT-PACKARD 302A WAVE 
(oe hag covers 20 Hz toc 


i modes AFC—-normal—-BFO; 6 
(Hz selective bandwidth. 
| Resolution: 10 Hz per di- 
eter range 20 uv 
2, anges; dynamic 
: tput” Vrms, geen cir— 
5,350" VAC 60.) = 
Used-reparable w/beok 


HEWLETT-PACKARD sige WwW = 

ANALYZER, 5 Hz" 

with ee as ne ‘papas des 

200, 100 and, 2000 Hz; 

200,, 1000, “and 2 iz per di- 

vision. Operational modes 

| AFC—normal —BFO-USP-LSP-AM. 4 : 

‘| Amplitude ranges 10 uv to 100 V £a01 scale 
| in 16 ranges. AFC: dynamic hold-in +/-= KHz 

min @ 100 KHz; tracking 100 Hz/sec. 
Signal freq max output Oo. 


ohms. 
*x18.4, 


$135. 


Ren untiee 


Restored 

25 V across 135 

Requires 115/230 VAC 60 Hz; 10.8x14.8 
SO lbs. Used-reparable w/book, $250. 


‘ 


m™ SOLID-STATE OSCILLATOR 


AN/URM-127 SOLID-STATE 
» AUDIO OSCILLATOR, 20 Hz to 
200 KHz in four bands. Me- 
tered output 0-10 Vrms in- 
to 500 or 1000 ohms in 7 
decade ranges. Design ac— 

a curacy +/- 2%; stability 
+/— 0.5%. Machitrds 115 VAC 50-70/380-420 Hz. 
7.5x13x4.5, 15 lbs-sh. Used-reparable, $65. 
Checked, #115.00; MANUAL partial repro, $10. 


-Used, reparable, 


TEKTRONIX S75 TRANSISTOR CURVE 

a TRACER SCOPE, displays charac— 
oe teristics af junction and point 
ME dred contact transistors on 5" CRT. 
Oe hw ee Collector sweep 0-200 V-peak 
2 with 1 amp current. curves; 0-20 

e eo -V, 20 A curves. Step generator 
volt increments 10 mV to 0.2 V/ 

v= step in five ranges; current 1 

"ua to 200 ma/step in 17 ranges. 

Vertical plots collector current 0.01 ma to 
1000 ma/div, 16 steps; multipliers/dividers 
extend range 0.001 ma to 2000 ma/div. Hori- 
zontal plots collector 0.01 to 20 V/div, iil 
steps. Vertical & horizontal plot base volts 
0.01 to 0.5 V/div, 6 steps; base current or 


source volts read from step collector switch. 


Requires 115/230 VAC 50-460 Hz; 16.8x13x24, 
80 lbs sh. Used-reparable w/book, $250.00 


FM SIGNAL GENERATOR 


3G-12/URM- FM SIGNAL GEN- 
ERATOR, 19.5 To 102 Muz FM 
IN FIVE BANDS WITH DEVIA- 
TION RANGES 0 To 25, 50, 
ano 100 Kuz; 1000 H2 mMobu- 
ae aan /ALsg IF ouTeUTS ON 
2.65, 2.88, 4.3 

“43, 22h ahaa 15 Maz, 
se TWO SPARE POSITIONS. 
CALIBRATED OUTPUT VOLTAGES: ei P) uv To .O| 
votts (RF); 0.5 uv to |.0 v ee hs iM- 
PEDANcES: [0 oHMS (RF); 25 ae (iF WITH 
| MHz and/or 2 MHZ CRYSTAL CALIBRATOR MARK~ 
ERS. PoweR REQUIRED: 115/230 VAC 50-1000 Hz. 
Size: 12xl8xl2; Supa wt: 85 ces. 
$65.00; Checked, $125.00 
MANUAL, partial repro, $12. TRANSIT CASE $15. 


10 KHZ TO 50 MHZ 


AN/URM-25F SIGNAL GENERA- 
TOR, covers 10 Khz to 50 
Mhz: AM in nine bands. RF 
output: o.1 to 1lOOK micro- 
volts into 50 ohms; 2 V 
adjustable across high 
load impedance. Modula- 
) tion 0-50%, 400 or 1000 
Hz internal. 1 Mhz cali- 
vrator; Sea tstiad accuracy #0. 05% above 10 Mhz 
Requires 115 VAC 50-100 Hz. 113x14x1l0%, 44 
lbs. Used, reparable, $145. Checked, 210. 00 


ACCESSORIES available w/purchase of URM=-25F: 
BOOK-partial repro,$10. DA-109 Dummy Load $6 
CX-2919 Test Lead Adapter, $7.50 

CU-406 Impedance Matcher, 500 ohms up, $7.50 
CU=408 oben rad Matcher, 70 ohms, $7.50 

BNC Cables, » $1.00; 4 feet, $1.50 


CP-929/USM-245 FRE- 
QUENCY COUNTER, por- 
table unit has seven 
Nixie display with eee Fie *oo°f 
frequency range of 1 © Soe tO 2 8 uP OA 
Hz to 2.5 MHz; measures period, frequency 
ratio, and time interval between two sig-— 
nals. Common controls for Function, Time 
Base 1 uS-10 sec, and Display Time. Separate 
A and B controls for Trigger Slope and Level 
and 1-10-100 AC & DC Attenuators. Requires 
115 VAC’60 Hz; 4x16.5x17, 22 lbs. Used-re- 
parable w/commercial TSI-361 book, $79.50 


# * 


TS-5S05/U, ranges O to 2.5-5- 
10-25-50-100-250-500 Vrms 
plus 1000 YDC scale. Also Xi 
ohm thru Xi Megohm ranges. 
Response: 30 Hz to 5 MHz. 
With AC, DC, and Ohm probes. 
9.8x9x6, 17 lbs sh; Used. 
Reparable, $20. Checked $45. 
MANUAL, partial repro, $10. 


MET 1BO7USH=118, features 20 Hz 
to 100 MHz response (700 MHz 
using optional T-connector) 
and full scale ranges 1-3-10- 


_ 330-100-300 Vrms plus 1000 VDC. 


0.02 to 1000 MA DC range; re- 
sistance 1 ohm thru 1 Megohm. & 
High frequency AC probe has : 
6923/EAS2 tube. 7x8.3x9, 21 lbs sh. 
Used-reparable, $45. Checked, $75.00 
T-CONNECTOR $10 w/set. MANUAL, par-repro $10. 


FREQUENCY COMPARATOR 


CM=212/USM-144 FREQUENCY 
COMPARATOR, used with 
frequency counters to 
determine with high ac- 
curacy frequencies from 
10 Mbz to 12.4 Ghz; simi- 
lar to Hewlett-Packard 
5404 oscillator. Measures 
CN, FM, and pulse modulated RF signals. Un- 
known signal is fed into USM-144 and is com- 
pared to a mixed frequency generated 

from a stable, continuously adjustable 
fundamental from 100 to 220 Mhz. Difference 
in the unknown is shown on 2% dia CRT (2BP1) 
display. Final determination of the input 
signal made by the zero beat of the fundamen- 
tal multiplied by the appropriate hermonic. 
Requires 115 VAC 50-440 Hz; 13¢x193x134, 65 
lbs sh wt. Used, reparable, 399.50 
TRANSIT CASE $10 w/purchase. MANUAL $10 w/set 


ENVELOP DELAY TEST 


SIERRA 340B ENVELOP 
DELAY TEST SET, 
solid-state unit 
designed to cover 
an of Soot voice 


mulitplex system frequ re 
git readouts for dela 

cy in KHz. : nm 
two ranges; delay 0-20K usec .(25 a me Oi 
tion), O-2K usec (250 Hz cy bY ote put 

Z select 75-135- 490-96 i 

output —20 to +10 
No further info. 
32 1bs. 


be Pa So op Nw Pe = Bs Used-reparable, $195.00 


POLARAD 1107 SIGNAL 

GENERATOR, 3.70 to 

8.40 GHz CW, square 

wave, and sawtooth §& 

FM; has three place 

mechnical digital 

tuning. Output at- 

tenuator continuous;y tunable from 0.1 u-v 
to 300K uv. Internal square wave and FM rate 
800-1200 Hz; FM sweep adjustable over 5S MHz 
most of band. 2/A713441 transistors and tube 
4/OA2, 3/12AX7, EL34, 8068, A160011 Polarad 
#klystron. Requires 115/230 VAC; 5.3x1i6.8 
x18.3, SO lbs. Used-reparable w/book, $350. 


POLARAD 1108, similar to 1107 except 6.95 to 
11 GHz, used-reparble w/book, $365.00 


ELECTRONIC FILTER 


SKL 302 DUAL VAF- 
ey IABLE ELECTRONIC 
“FILTER has dual 
Mi Filter sections 
% each with high 
* and low pass 
filtering with high-low cu.--off frequency 
range of 20 Hz to 200 Khe using decade scales 
X10-X100-X1K-X10K. High pass greater- than 90 
db limited by hum and noise: Low pass 60 db 
on X10K range, 90 db below 1 MHz, 60 db 
above. Insertion loss: O db +1 db for 20-20t 
Aa “cut-off tis SO" db t2db for. 20K-200- KHz... Linput 
impedance 2 Megohms shunted by 32 pf. Out 
imped: 3200 ohms. Max signal in: 6 V peak. 
W/tubes 10/12AT7, OA2, 4AV6, 2/S6AVS or 6AQ5. 
ere 1 B31 Sa Gin 


Reguires 105-125 VAC S0-60 Hz; 5. 
26 lbs. Used-reparable w/partial manual, $75 


BO TO 400 MHZ FM 


SG-3/URM-70 FM SIGNAL 

GENERATOR, 50-400 MHz 

in three bands. Inter- 

nal modulation @ 100, 

1600, or 20000 Hz. Ex- 

Terna;: 250 to 75 KHz. 

FM deviation: 0-15-75- 

150 KHz (50-100 MHz), 

Q-30-150-300 KHz (100- 

200 MHz), and 0-60-300-600 KHz (200-400 MHz). 
Output: 0.1 to 100K u-volts +25%. SO ohms out 
put. Requires 115 VAC 60 Hz. 15x11.5x17.3; 

90 lbs. Used-reparable, $165. Checked, $235. 

MANUAL for URM-70, partial repro, $10.00 
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VOLTMETER-VLF RECEIVER 


) ME-71/FCC AUDIO LEVEL 
METER, covers 20 To 
KHZ CONTINUOUSLY TUNE= 
ABLE. AS SELECTIVE DE- 
TECTOR, IT preg he a Ri 
CARRIER ACROSS A [3 


OHM BALANCED OR eho” OHM | 


UNBALANCED LINE. VARI— 
ABLE ATTENUATOR PROVIDES INPUT SENSITIVITIES 
FROM -70 To =42 DBM INDICATED ON 33" DEA. ME- 
TER. |NcLUDES [00 KHZ CALIBRATOR. [NPUT IM~ 
PEDANCE: OK OHMSe AUD$O GAIN AND TWO PHONE 
JACKS. VARIOUS MODELS Ane ets POWER 
REQUERED: 115 VAC 60 Hz. 17x14x9; BS te 
ME-71 w/NaT LONAL=TYPE DIAL, USED 
ME~ 718, USED, REPARABLE A ie raat $25 
OPERATOONAL, apd $30. MA REPRO, 


TRANSISTOR TESTER 


HICKOK MODEL 1890M TRANSIS- 
TOR. TESTER, checks transis- p= 
tors in and out of circuit. ; 
Collector leakage current 
(I,,5) Tenges: 0-50-500 ua 

and 50 ma. Collector 
eurrent (I,) O0-1-10-100 ma. 
Current gain Beta: .0-50=100 
=-200-400. AG»test signal 
1000 Hz. Transistor input 
resistance range 50-10000 ohma; ctreuit input 
impedance 25-100000 ohmg. “Collector voltages 
O-1.5-3-4.5..¥DG;"Has transistors 4/2N651A, 
2N650A.° Requires batteries (not supplied) 
Bveready’7635..{2255 V) and two Burgess 2370-ST 
(4.5-3-1.5 V). With partial repro of manual. 


10x10$x9$, 18 lbs. Used-reparable, ss4-se 542. 


DISTORTION ANALYZER 


ie 


TS-723-DISTORTION AN- 
ALYZER, similar to 

| Hewlett-Packard 330B; 
used to evaluate out- 
put of audio amplifi- 


ll : e @ 
ers. Measures harmon- 
he os » @ i @ é. ic distortion as per- 


eine or in decibels and G: level in 
RMS or DB values refegedcet 4 i MW across 
600 ohms. Respens@ “20 Wat Hz; distor- 
tion sensitivity es “Bow Ww: 3% of er 
full scale. Nofse amp gain: eee | db 
from 20 Hz-15 KHz. S tal@yv 20 db 
+/-1 db 20 Hz-20.Kt@% Enp ait i 200K 
ohms shuntgsimby 40 ‘Budlt-in AC VTVM thas 
ranges QO. 095800) Vigmm*in 8 steps; -30 to +50 
db in 8 steps? Vin response 10 Hz-100 KHz. 
With tubes OD3, SY3, 3/6AC7, 2/6J5, 4/6SJ7, 
6Y6. Requires 115/230 VAC 50-1000 Hz. 10.5x 
19x12, SO lbs. Used-reparable, $165 $99.50 
Checked, $240 $150. MANUAL, part-repro $10. 


XTAL IMPEDANCE METER 


TS-330/TSM CRYSTAL 

IMPEDANCE METER, 

measures paramet- 

ers of 1 to 15 MHz 

guart2 crystels, 

measures series 

resonant and anti- 

resonant resistances, and provides perform- 
ance index of crystal activity. Ranges O-1.5, 
1.5-2.25, 2.25-Sedey, OB. @- S. & 

7.5-10.0 MHz@"Reaiet an@e £abration 0-100 
ohms (1f steps®, 4060-890 ohms (10 

1000-9900 ORD Te , Lome fapae 


12-110 pf using. wee: ' tc Lib’ 
- Similar 
ir a eotor., 7x 


chart. Re 
to RFL 

x Te ir ffanetabre: $65 $135 
TS-330, partial repro, $12.00 


19. 5x8. 
ME-6D VOLTMETER, 


MANUAL 

ME-6D/U VIVM, covers 0.005 to 500 
V-rms in six ranges and -65 to 57 
db. Built-in 15 Hz-250 Khz wide- 
band amplifier with max. voltage 
gain of 4500; minimal distortion 
to 23 Vac output. 115 Vac 50-400 
Hz. 114x6#x53, 14 lbs sh wt. 

M Used-reparable, $20. Checked, $40. 

~ MANUAL f/ME-6D, partial. repro 38.50 


8500-9600 MHZ TEST SET 


TS-148/UP SPECTRUM ANALYZER, 
8470-9630 Mhz with 3* CRT 
(SBP1) display. Measures 
frequencies of cavities, 
echo boxes, magnetrons, and 
local oscillators. Receives 
CW and pulse; transmits CW 
and FM carrier. 1 MW power 
output (2K25). Max. spectra 
dispersion: 1.5 Mhz/in. Requires 115 VAC 60 
Hz. 19x13$x25, 45 lbs sh. Used, $50.00 


AN/UPM-33 TEST SET, includes TS-148/UP, wave 
guides, horn antenna, cables, transit case, 
and manual; 80 lbs sh. Used, $85.00 


4 GHZ TEST EQUIPMENT 


TS-403 SIGNAL GENERATOR 
similar to Hewlett- 
Packard 616B; 1.8 to 
4.2 Ghz directly cali- 
brated. Output 0.1 uv 
to 200K uv into 50 ohm 
load monitored on 33" 
round Power Level meter 
Internal modulation 40 
: to 4000 Hz. External 
pulse-mod requires -40-+70 V;ewidth 1 to 
2500 useo squarewave or modulated. Requires 
115/230 Vac 50-1000 Hz. 174x13§x13%, 70 lbs 
Used-reparable $185° $165. MANUAL, repro $10. 


S6-557/TS-621 SIGNAL 
GENERATOR, 3.8-7.5 GHz: 
similar to HP-618. FM, i) & ey, @, e C)- 
CW, pulse or square- 

wave modulation. Pulse § @ ~~ 

rate varies 40-4000 
pps; width 0.5-10 usec. 

Output 1 MW into 50 e . e- 
ohms; 17.5x14x19.5, + w® 
110 lbs. Used-repar-— 

able with output, $215.00 
MANUAL £/SG-557/TS-610, partial repro, 


_— 


829. 2 yee 


alee a 4 


$12. 


UNI VERSAL: BRIDGE 


ZM-11 TEST SET, portable wae 
bridge unit designed to SEs ae 
measure capacitance, in- { ee Wave 
ductance, resistance, é 
transformer turn ratio, { 
dissipation factors of 
inductors and FePRSACS SETAE 
and storage factors of j 
inductors--all at 1 KHz : —@ : 
test frequency. Also in- Py ~2/ ON = Oe q ¢ 
sulation and leakage of IRE 
electrolytics in circuit aati 

10.75 MHz test frequency. Capacitance range: 
10 pf-10 mf, 1 mf£-100 mf, 10 mf-1100 mf. 
Inductance: O.1 mH-1 H, 1 H-10°H, 10 H-110 H. 
Insulation DC res: 200-500 megohm, SK-10K meg 
ohm. Transformer turn ratio: 0.01-110 (K=1). 
DC leakage: O-1-5-25 ma. Dissipation: O0-0.06 
(10 pf-O.1 mf), O-0.6 (0.1 mf-1100 mf). @ 
Storage: 0.5-20. DC applied to electrolytics 
is 500 VDC. Uses test leads with standard 
banana jacks. (Leads not available.) W/tubes 
6ES, 636, 2/6AV6, 6AGS, GALS, GAQS, and 6X4. 
Requires 115 VAC 50-1000 Hz; 5.8x9x9.8, 18 
lbs. Used-reparable, $85. Checked, $115.00 
MANUAL for ZM-11, partial repro, $8.50 


PR=!49 FREQUENCY METER 


_ FR-149/USM- 159 TRANSIS- 
TORIZED FREQUENCY METER, 
covers 125 Kuz To 1000 Muz 
ae THREE RANGES: 125 KHz- 
2.5 MHZ, 2.5-65 MHZ, AND 
65-1000 MHz. CAN BE USED 
AS A SIGNAL GENERATOR BY 
PROVIDING EITHER MODULATED 
OR UNMODULATED SIGNALS. 
FREQUENCY FUNDAMENTALS READ DIRECTLY FROM 
MAGNIFIED AND ILLUMINATED CALIBRATED FILM 
STRIP AND THEN INTERPOLATED IN ACCOMPANYING 
CALIBRATION BOOK. OPERATES FROM EITHER SIX 
"D" CELL BATTERIES oR FROM 115/230 VAC 50-450 
Hz. Stze: llaxtl4xt3; Sues. wt: 33 ces. 


Used-reparable §9¢s60 $75. Checked $280 $115 


-1-2-5-10 sequence; 


TS-147F X-BAND TEST SET 

used to test radar and 

beacon equipment in 8500 

to 9600 MHz range; func— 

tions as signal genera-— 

tor, power and frequency 

measuring device. Gener— 

ator output over band FH-CW-external modul a— 
tion; -—7 to -85 dbm RF output. Sweep varia— 
ble from 0.2 to & MHz; pulse repetition to 
4000 pps. Freq-meter range 8470-9630 MHz 
+/-2.5 MHz. RF power level input: +7 to +30 
dbm. Sawtooth sweep O to -100 V. Has 2.5" 
dia Milliwatt/DBM meter and 2K25 klystron. 
Requires 115 VAC 60-1600 Hz. 11.5x17. sige 
40 lbs sh. Used-reparable, $135.00 : 
AT-68 PICK-UP HORN, $12.00 ~ 
UG-446 ADAPTER, UG-39 flange to N conn, $1259 
UG-397 ADAPTER, UG-SZ2A flange to N conn, $12.7] 


, 


TS-1010/UPM-84 SPECTRUM 
ANALYZER, covers 10 MHz 
to 44.88 GHz in eight 
bands; 5S" SADP7 CRT dis-— 
play. Resolution at 3 db 
points: 20 KHz over range. 
Dispersion: S500 KHz-S MHz 
adjustable (10-55 MHz); 
500 KHz-25 MHz (S55 MHz 
and up). Spectrum cali- 
‘ brator 140 MHz center 
fre +12.5 MHz Sensitivity as low as —63 db 
(10-150 MHz); 40 db (2.0 GHz up.) RF attenu-_ 
ation 100 db uncalibrated internal 10 MHz to 
12.4 GHz; external attenuators required 
above. IF attenuation 0-60 db in 6 db steps. 
Requires 115 VAC 60 Hz. 17.3x19x26; 180 lbs 
sh, 145 lbs net. Used-reparable, $425. $265. 
TRANSIT CASE, 75 lbs, $15 w/set purchase. 
MANUAL, partial reproduction, $15.00 


eeeeerereneeeeneeennene BEE EE 
ACCESSORY KIT including five bandpass fil- 
ters for segments of 0.75-11.8 GHZ range, 
three variable attenuators and three coax-to- 
waveguide adapters for 12.4-44.88 GHz, tran- 
sit case $85.00 w/set outer 


HEWLETT-PACKARD 130C ]} 
OSCILLOSCOPE, SOO aa 
KHz bandwidth on aes | 
all ranges plus 0.2 
mv/com sensitivity 

for X and Y ampli- 

. fiers making it es- 
pecially useful for phase measurement. Has 
large easy-to-view 5" dia CRT. Sensitivity 
0.2 mv to 20 V/cm in 16 calibrated steps, — 
vernier to 50 V/cm. Sweep — 
1 uSec to 5S S/cm in 21 steps; vernier to 
12.5 S/cm. Also 350 Hz squarewave calibra- 
tor, X2/X50 magnifier, auto triggering, beam | 
finder; with partial repro manual. 115/230 
VAC 50-1000 Hz; 7.3x16.8x18.5, 38 lbs sh. 
Used-reparable, $135. Checked, -$195.00 


oh 

TS-1060/TDA-2N TTY TEST SCOPE, 

measures bias and distortion 

of start-stop synch-tele- 

Qraph signals on 3RP1 CRT. 

(Could be foundation for cheap 

general purpose scope!) Input 0 
impedance 100 ohms for 60 ma neutral; 30 ma’ Jf 
polar. 115/230 VAC 60 Hz; 8x8x15, 24 lbs sh. 
Reparable, $35 $25. MANUAL part-repro, $10. 


HEWLETT-PACKARD 20S5AG 

AUDIO SIGNAL GENERATOR, 

has two voltmeters to 

measure input and output 

of unit under test plus 

0-40 db in 5 db step in- 

put attenuator and 0-110 

db in 1 db steps. Re- atti : s | 
sponse: 20 Hz—-20 KHz; output 5 watts max in-_ 
to selectable 50, 200, 600.or SK ohm loads. 
Requires 115/230 VAC SO-1000 Hz. 12.8x20.8 
x15.5, 63 lbs. Used-reparable w/book, $125. 


5 < 


HI! CKOK MULTIMETER 


} METER, aaiteyen high gain by 
using chopper to allow use of 

} AC-coupled amplifiers. AC re- 
sponse to 700 Mhz and AC volt 
|} ranges 0-0.5-1.5-5-15-50-150- 
300 VAC. Eleven DC volts full 

scale ranges from 0-0.5 V to 

5 oie 1500 V in 15-50-150 sequence. 
Fourteen DC current ranges 0 


quence. Resistance ranges from 0-500 ohms to 
00 megohms in seven steps. AC probe uses 
tube. Includes AC and DC probes, two 
t leads, and partial repro of manual. Re- 
uires 115/230 VAC 50-400 Hz. i ei gi 13 


—299 SQUAREWAVE GENERATOR, 
Hz to 1 MHz in six decade 
Output: Bd v peak— to- 


Le e. 
2c risetime; 55 V p-p 600 chm @ e oe 
mpedance 0.1 usec risetime. 75 {| 
pDhm attenuation O-20-40-40 db. = ee 
yne input: Positive pulse or sine wave. 
uires 115 VAC 60 Hz; 
| Used-reparable, $35. 


a 
13.9x?.8x13.9, 40 lbs 
MANUAL part-repro $8.50 


Bs, NORTH ATLANTIC 
~ VM-202R PHASE AN- 
* GLE VOLTMETER, 
preset for analy- 
{ zing. 400 Hz apes: 


available). Selectable FUND- SOR -90° -180° 
o° phasing with 0- -90° dial in 1° incre- 
- 2% accuracy. Resolution 0.05° at 5 
times ‘full scale voltage; 30 Hz-10 KHz fre-- 
“quency range.. Built-in VTVM has 12 ranges 
_ from 0.001-300 Vrms. Input impedance 10 meg- 
hms. 115/230 VAC 60-400 Hz; 5.3x19x7.3, 20 
sh. _Used-reparable with book, $55.00 


‘ Vi-202BR_ _PHASE METER, similar to above ex- 


Used-reparable with book, 


MULT IMETER 


4) ME-297/USM-223 FET MULTIMETER 
jmeasures volts AC and DC to 
| 39000 V in sequential ranges 
}2.5-10-S0 ta S KV, AC/DC 100¢ 
ohm/v or DC 20K ohm/v. Also DC 
current to 10 amps in full 
scale ranges 0.25-2.5-10-50- 
100-500 MA DC and 2.5-10 amps. 
Resistance scales x1K-10K-—" 
—1M-10M ip BLA Includes rugged plastic 
iyi se Te dia FS=50 ua meter, red-black 
Sst leads and front cover. Requires 6-PXBt 
Viand 1-"C" batteries (fot included). 6x 
4x8.8, 7 lbs sh. Used-reparable, $34.95; 
ecked $54.95; Manual partial repro, $8.50 


channel. $69. 50> 


MULTI-PURPOSE TEST SET 


/TRM-1 SIGNAL GENERATOR, 
vers 0.19-400 Mhz AM ee 
1g two RF oscillators Ya 8 
2 (0.19-30 Mhz in 5- 1, 
| ef and SG-33 (30-400 | 
Mhz). Internal modulation)} 
0-60% @ 1 Khz or 200-6000 
xternal. Output: 2.5 
100K u-volts in nine 
eps; 5O ohm impedance. 
BA30-5 voltmeter measures 0-3-30-600 VDC, 
me 
paver freq. range when proper coupler ; 
d dummy load (not included) is used. Write 
-availability/price of accessories. Re- 
ires 115 VAC 60 Hz. 18x13x8; 65 lbs. Ship- 


eed, 9228. 5 cartons. Used, reparable $155. 


~ invil=2=S=10 sequence 


OS-106/USM-117 TRANSISTOR- 
IZED OSCILLOSCOPE, DC to 5 
Mhz bandwidth, 4QP2 rec- 
tangular CRT, and is very . 
compact. Includes MX-2996 
high gain vertical plug-in. . 

Plus has dual-trace capa- | e ay 

bilities when used with ae 3% 

MX-2995 plug-in (not in- 

cluded). Sweep range 0.1 

usec to 0.1 sec in 19 calibrated steps in i- 
2-5-10 sequence. Vertical sensitivity: 0.01 
v/div to 20 v/div in Ligc 2] steps 
ee) 50.v/div. 


ae 


Input impedance 


Calibra gener 


' (Pace MX-2995 instead of 
36 a ey or checked, WRITE 

MANUAL + or “USM- 11, partial repro, $15.00 

MANUAL for MX-2995, partial repro, $15.00 


% TS-1379A SSB SPECTRUM AN- 
fy OLYZER, designed to meas— 
gure Single sideband trans-— 

a | mitter characteristics 
honk as hum, noise, dis— 
) tortion, Carrier and un- 
ore: i desirable sideband suppres- 
2 sion. Solid-state unit has 


5S" CRT (SEQP7) display for viewing RF. Input 
frequency 485-515 Hz and 2-30 MHz. Sweep 
width: 150, S500 Hz, 3.5, 7, 14 & 30 KHz. Re- 
quires 115 VAC 47-430 Hz. 16x19x18, 70 lbs. 
Used-reparable, $225. MANUAL part-repro $15. 
TS-1379 ANALYZER, earlier version, used $185. 


CV-2353A FREQUENCY CON-— ¢2¢s<- 

VERTER adds VLF range to q & 
TS-1379/1379A of 100 Hz 1% * 

to 2 MHz. Input of 100 

Hz-2 Ae is mixed with 

externally supplied oscillator Signal ‘in 
2.5-4.5 MHz range to produce 2.5 MHz output. 
Also 3 MHz oscillator output. Input 0.01 to 
3 Vrms 600 balanced; 600/75 ohm unbalanced. 
Output 0.01 V @ min attenuation. 115 VAC 60 
Hz; 8.3x19.5x6.6, 22 lbs Used-reparable, $75 


TEKTRONIX SCOPES 


TEKTRONIX 545 SCOPE 30 MHz 
mainframe with sweep delay, 

two time bases, and 6x10 cm 
display. Versatile unit uses 
wide variety of Tektronix and ~* 
other manufacturers” letter— 

& 1-Series vertical plug-ins. °* 
17x13.3x24, 80 lbs sh. Yes, 
this popular tube-type scope 
has been around awhile and 
must be shipped via truck. But 
tronix quality, ver sap 


eparable: $645. 
eparable, $80.00 


or Pea 545A or 545B (specify), 
Sart AIWF aproducti ons) $15.00 each. 
zs*xeeagegagregeagageegegeER EEK EK RES 
VERTICAL PLUG-INS for above, reparable; take 
15% off plug-in prices if purchased with 
scope. (Add $10 for TEK manufacture): 
TYPE C Hickok Dual Trace, DC-24 MHz, $65. 

TEK CA Dual Trace, DC-24 MHz, $95. 

G Wide-Band DC-20 MHz, $20.00 

53/54K Fast-Rise High-Gain DC, $30.00 

L Fast-Rise High-Gain DC and AC, $40. 

1A1 Dual Trace DC-30 MHz (50 MHz for Tek 

547), reparable, $95. Checked, $145. 


TEK TYPE M Four-Trace, reparable, $125.00 
TEK TYPE @ Strain Gauge, reparable, $115.00 
TEK TYPE R Transistor Risetime, $100. 00 
TEK TYPE W Differential Comparator, $115.00 
TEK 1L30 ANALYZER, 925 MHz-10.5 GHz, $350. 
TEK 10A2A DC-100 MHz dual-trace £/647, $135. 
* * * * * * * * * * * * * * * * . * * * * 
TEKTRONIX 434 STORAGE SCOPE, portable DC to 
25 MHz dual trace; full upper or lower 
screen storage. Used-exc w/book, $1200.00 
: i. 


‘EQUENCY: METER. 


IM FREQUENCY METER, crystal 
f calibrated unit covers 125 to 
20,000 Khz in two bands. De- 
signa accuracy better than 
0.02%. Output 250 uv minimun; 
600 ohm impedance. 40% AM 
modulation at 500 Hz. With 
Caljbration book, 1000 Khz 
; ; crystal, and tubes 6A7, 76, 
rh Requires 12 V-600 ma ac, 260- 475 
ds 20 ma. 8% x8x8%, 14 lbs sh wt. Gov't- 
reconditioned, $24.95; MANUAL, $7.50 w/set. 
Power input connector for meter, $5.00 


SIGNAL GENERATORS 


AN/URM-25 SIGNAL GENERATOR, 

older version of URM-25F, 

10 Khz-50 Mhz AM in nine 

bands. Output O-1O0K uv in- 

to 50 ohms. Modualtion 0-50% 

400 or 1000 Hz internal. One 

Mhz crystal calibrator. Re- 

quires 115 VAC 50- 1000 Hz. Less front cover; 
lz 2xl4xl0Z, 44 lbs sh. Used, reparable, $85. 

Checked, $130. ACCHSSORIES available w/pur- 
chase of URM-25: MX-1487 impedance adptr 36. 
MANUAL, $10. SM-35 antenne sig oa 35. 


CN=228 5%1 attenuator $5. CN-224 10: $6. 
* KK KK KK KK KR KK KO ROK OK shag ee 


3 TO (os MHz eeeeremerere 


GENERATOR, older 
version of URM-26B, 
5-405 Mhz AM-CW in six bands; output 0.1 to 
50K uv into 50 ohms. 0-50% internal modula- 
tion, 400 or 1000 sy Requires 115 Vac 50- 
1000 Hz. 11$x154x102, 42 lbs sh wt. 
Used, reparable, 390. 00; 
MANUAL, partial reproduction, $10.00 
CN-179 10:1 or MX-1289 adapter, $7.50 each, 


SINGLE $IDEBAND TEST. 


SG-376 TRANSISTORIZED 
TWO-TONE 1I.F. SIGNAL 
GENERATOR for testing 
SSB equipment. Has 
two 20 Hz-20 KHz aud- 
io sscillators and 
two independent bE. dscilfeters. IF outputs: 
497.5, 498.35, pole A a S02.S"KHz only plus 
497.5 & 498. ore é 

eously. Out pat invale 2 2. 5g ‘eas to 600 ohms 
(AF); 1-1.25 V_ into 607 ohms C2) with atten- 
uation te.100 db: in i Or 10°db=Bteps. Re- 
quires i597 ‘VAC 50- 450° fz. S.5x19x1l, 35 lbs 
Used- reparableé $95. Checked $155. MANUAL $10 


ayer ar ae te 
eGles e & 6» 


SG-823/URM-144 TWwO- 

TONE REFERENCE GEN- 

ERATOR for measuring 

receiver sensitivity 

and SSB transmitter 

distortion. Has two 

RF outputs usable independently or in 
combination without intermodulation effects. 
Outputs 2, 3.6, 4, 7.2, 8, 14.4, 16, 28.8 
MHz at 100K u-volts max into 50 ohms: Freq 
adjust +0.05% (A), +0.0025% (B). Requires 
115 VAC 60 or 400 Hz. 5.5x19x11, 35 lbs sh. 
Used-reparable $90. Checked $146, MANUAL $10 
Pee Se OO Pre a OT et Be Pe re ee 1°" eS 
SG-376 and SG-823 designed for use with 
TS-1379A Spectrum Analyzer on page 33. 


4 TO 405 MHZ GENERATOR. 


SG-117/URM-26B SIGNAL GEN- 
ERATOR, 4.0 to 405.0 MHz 
AM-CW-pulse in six bands. 
Compact unit has 0.1 to 

100K uv output @ 50 ohms. 
Modulation 400 or i000 Hz 

0-50%. External pulse-mod 
requires positive 40 V min. 
SO0-5000 pps; duration 2-40 

usec and 70 ohm input impedance. 
115 VAC 50-1000 Hz3 less front cover. 11.3x 
14x10.5, 36 lbs. Used-reparable $t75 $115. 
Checked, $225 $165. MANUAL, partial repro $10. 


ACCESSORIES sold only w/purchase of URM-26B: 
CN-215.2:1 attenuator, 50 ohms, $8.00 
CN-216 10:1 S50 $10. CN-471 10:1 70 
CU-429 impedance matcher, $10.00 
BNC cords, 4 ft, $35.00; 6", $2.00 


Requires 


$10. 


PRICE REDUCTIONS ON COMPUTER SURPLUS! 


12" diag-SREEN COMPOSITE f 12" DIAGONAL GREEN VIDEO 
MONITOR, high quality unit DISPLAY, p/o Heath/Zenith 
made for Commodore featured H/Z-100 microcomputer; ~ 
in our Summer *85 Supple- af includes MN1210P31AU CRT 
ment. We bought more at a and PC board with adjust- 
lower price and are pass-— able Focus, Brightness, 
ing on the $5.00 savings. Vert-Size, and Width. Requires 12 VDC and 
Has Amperex M31-334GR CRT and fiberglass PC external vert- & horiz-synch. No frame or 
board; sturdy steel frame allows easy attach— AC supply. 13 lbs sh. #DJ12NK4, NEW, $12.95 
ment of your constructed enclosure. Requires 5 
12 VDC 2 amps; manufactured in late 1984 by 
Elston Electronics. 10"Hx12.8"Wx11"D; 18 lbs 
#DM-ZO-WDSR, NEW w/schematic, $39<95 $29.95 


DATA COMMUNICATIONS 


COMMUNICATIONS PC ASSEM- bag 

BLY from a premier U.S. - 

mfg; appears to be a high 

power modem deck 

featuring socketed me: 

PPZ4C132 & PP34C- in 

1035 special EPROM 

and five 2716’s plus soldered 8085 CPU and 

8155 I/0-timer s*Has 7 push=@witches, 8-LED 

indicators, and two ‘S=pos DEP switches on 

front and five DEC-9S connections on rear. 

Also 70+ Cmos, 74LS, and.mise® "s@l dered IC*s - 

4-transformerses3— tinductors , ethree 24 VDC ; ST.| C KS & PADDL 

relaysy™and 18,432 MHe *tal Sold for exper— 
imentals use only ne@“infa available. 7.3x11 

| x3, 5 ibs. #RM-4401-246AE, used, $14,953 $9.95 


oa 


— 


Pe ee CE eee eS ee ee ae, ee ee ee ee 


IBM® JOYSTICK for PC JIr®; 
usable with other computers 
and equipment. High quality 
item contains two 100K pots 
: = t z : d with mechanical mode switches 
WH} STLEZSOUND ACT] VATED RPE f to select spring return or_ 
: : S > free movement. Also trim ad- 
_— just for each axis and two 
"fire" buttons. 1.9" o/a stick length; base 
4.3x4x2, 2#. #JS-PCJIR, NEW $12.95; 2/$23 


KRAFT COMPUTER PADDLES 
designed for use with 
PC’s; each with 100K 
ohm adjustable pot 

FIRE button, and 4.5 
ft joined at one male ™ 
DBiS connector. Each 4.3x 
x3; 4 lbs. #KR820-005, NEW, $6.95 per pair. 


MICROFORM DATA 9" MONITOR com- 
prised of Motorola XM227-17 
composite black and white moni- 
tor suitable for use with vi- 
deo camera or as a computer 
monitor. Hidden control for con- 
trast and brightness; also On/ 
Off switch, 75 ohm or high im- 
pedance input (BNC connector), 
and ivory case with green base. 
Requires 115/220 VAC 60 Hz. 16.5x9.5x10.5, 
22 lbs. #MD9-MON, used-good condition $35.00 


WHISTLE/SOUND ACTIVATED 
SWITCH, alternates on-off 
latching operation. Can be 
used to control lights, 
TV commercials, robots, etc. 
Ten transistors; 2§x3-1/8 

3 x circuit board with micro- 
phone and schematic. #aST-968S3, $1.50 each. 


DIP EXTRACTOR 
DIP EXTRACTOR PLIERS for easy and 
non-damaging vertical removal of 
4 to 48-pin IC’s from sockets or 
desoldered PC boards. Spring- 
loaded pliers are made of anti- 
static plastic with metal extractor teeth; 
Sx3.4. Techni-Tool #4916, NEW, $5.95; 2/910. 


TIME-TEMP SIGN PCB'S 


SCR/TRIAC CONTROLLER BOARD with _ ; ACTION JOYSTICK 
seven each 400 'V 4 A SCR's and 

200 V 6 A triacs. SCR's trigger! 
the triac gates with a 50 m-sec 
16 V pulse that holds all trig- 
gered triacs “on” until 24 VDC 

to SCR's is reset. Originally ‘ 
p/o time-temp sign. 6x6x%, 1 1b. he 
#aSI-CMC27, w/schematicss-se $3. 


with fire button; eight di- 
rection action. Has 3.5 ft 
6-conductor cord with DB-9? 
connector; rewire for compu— 
ter/game machines. 3.6x4.6x 
3.1, 2 lbs. #MA-ACT-JS, NEW, $2. 95 eas 2(ee 


COLECO JOYSTICK/CONTROLLER, fea- 
tures joystick with two inde- 
pendent fire buttons and 0-9, 
*, # keypad. One foot coil 
cord extends to = feet, DB-9 
connector as on popular joy- 
sticks. Output lines are di- 
ode matrixed, but may be re- 
wired for popular computer/ 


AUGAT UNI- 
VERSAL IC 
PACKAGING. _ 
A PANELS for 
. 2 prototyping 
circuits using” 24= and enon IC’s; usable 
wi thetsdme larger. IC’ s (40-pin) by straddling 
rows. Eat’ has »gold-plated wire-wrap con- 
tacts, V &'G sleeves,..andm1/16" thick glass 
epoxy. Mating, onnector ‘not available. NEW: 


SY F 1 SHTANK OF 5 ECTRONIC 
* COMPONENTS, P/o video 
TAPE SYSTEM. Ceauebats 
OF DEMODULATOR, SERVO- 
AMP, DROPOUT COMPENSA- 
TOR, PER/POST PROCESSOt 
DC power suppecy (115 v 
60 Hz; outpuT -[2/-|2 
2 for $16.°*  |AMP REG, 5 voc | AMP 


game machines. 2 lbs; 
#JS-CO-CO, $3.00 ea. 2/$5.00 


= OS — , ; “i 1 #8126-UGV=1, 12 rows; 4x@s05, $45-ea $24 } 

alia JOYSTICK with four 50K Ht Soer, UNREG. MANY PARTS, ICTs |e’ tay : B. 

ie: hin sotentt amabess a FET, TRANSISTORS, TRANSFORMER (¥8136-U6v- 28 rows; 9.3x6.5, 979-50 $45, ok 
a) es ; peer fixed Gant ene * ae VARIABLE RESISTORS, CAPACITOR } Current Augat | catalog list $85+ and $180+!) 


taps; smooth ball ec- MORE! Size 14x12x6s wr 15 $9.95 


—~ tion. Brushed aluminum hand- 
le; 2gxegx2h. #7S-50K-LIB NEW $5.95 


BALLY ARCADE BOARD 


Part of home arcade game; 
has Z8O CPU, 2364, 8/4027, 


CONTROL ASSEMBLIES on 

9x4 HEATSINK. UseED, 

EXCELLENT YIELD ON 
perry nore, SEMICONDUCTORS. 

——— Spec Wr. 4 Les EA. 

1 atic 2 SIMILIAR TO PICTURE 


CMAP EELS 


INTERCOM | 
CONTROL BOX 

an experi- % 
menters de- 
light, this 


7416, DM81LS95 and 74-ser- ORDER BY NUMBER item was 
ies LSOO, 2/LS02, LSO4, TRANSISTOR CONTROL ASSEMBLY WITH DIODES. part of hospital desk-patient communications 
2/LS10, ZILS74, LS174, system. 8x5.6x2 acti has Licon 10 
2/LS257,. LS376; 14.318 MHz 8/TO-3 60v (simictarR To 2N3055) ann 8/TO- amp lighted-pus es: SP momentary 


xtal and other parte. No 


(SIMILIAR To 2N3054) 60v TRaNSIsTors, 8 Ww 
data; 8.5x11, 2 lbs. 


OHM 5W ano 8/30HM GW REStsTors, 8/00-4-pIoDES 


d one SP mom 
ohm speaker, volume 


0.8" sq, on 
0.8"x1.5", 


#Z80-90701-B620, NEW $4.50 WITH INSULATED MOUNTING HARDWARE. $7729 $2.75 control, andé7x4* board 
la be has socketed Sigma elays 
TRANSISTOR CONTROL ASSEMBLY, contains @/TO-3 ap aoe tae ty, 2000 FEE 


AND 8/TO-66 AND EMITTER RESISTORS AS ABOVE. 


SMALL DIODES’ AND RESISTORS #0425 $2.40 


16/8/4 ; and socketed 
IC’s LM : MC14001, MC1401i1, 
mC14028, 4042, MC14585, 3/mMOC319 ULN20D4; 
4 lbs sh. #MID-IC-BX, used, 99°95 $6.95 ; 


DATA CASSETTE RECORDER, ite 
adaptable fer use with : 
mest misrecemputers 

having RS-232 input. 

Funetiens: Ejeet, Re- 
cerd, Rewind, Ready, 
Ferward, Step, Read- * 


CABINET & CARD RACK 


tien gf : 
frea-epe, tal Wet te= i 4 Le CONTINUITY SCANNER, 
1-7/8 ipa, 4-traek”’2-Ghennel, ~ ‘ey Dual 192; has 5 VDC pow-} 


Similar te Monroe Medel 392, Requires -12 -3 


. fn er supply with Signal 
45<V. Includes.3' Gable w/DB-25P plug & beok. 84293; 3/4001, 2/4002 5/4008 2/4010 a24f=7-16 16 NCTOS.S'A 
6x5x3,°4 lbs sh. #DC-REC, unused, saerss 515. ont 2/4012, 7/4013, 4021, 2/4022," 7/4023 transformer, ad justables 


4025? 2513 a 64x8x5 CHARACTER GENERATOR 

a1 7° "Ox7h, SH WT 2Les #84293 ss5-95 $3. 
CMOS-K1; 6/4008, 4/4009, 4/4011, 2/4012 
7/4013, "9/4016, 5/4022, "0/4023, 4024 ,5/4040 
9x7é, SH. WT. 2 Les #OM0S 84292 $6735 $3.25 
CMOS #14007; 4/4001, 2/4011, 2/4013, 4042, 
4558 DUAL OP-AMP, = TRANSISTORS, MANY RESIS 
TORS, CAPACITORS. ts #14007 42-95 $1.25 


card rack, Becircuit Vicon 

cards pe NA 450 socketed) CD4000 

/74LS-Series IC’s in 

Quad 2 input power driveny five miniature 

bikes, or ee a ni Ce@mo n cabinet. 
eresti irae No-tu cik nd/or good 
Red Set er arte Panel 8.75x19 

parte bJemt tro. 5x14. 5; 35 lbs. Used, $39.50 


ARCADE JOYSTICK, p/o SUPER 
ZAXXON® by Sega; heaviest- 
duty metal stick with 
trigger and four SPST 
norm-open FIRE but- 
€ tons. O/a 9x24x10, 
18#. #AJS-SZ, NEW, $19.95 
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W AMBER DISPLAY 


+ 9" DIAGONAL AMBER VIDEO 
' DISPLAY made by Elston for 
the Columbia Data portable; 
includes CRT and circuit 
_ board. Not composite; requires ex- 
1 horiz-drive & vert-synch and reg +12 
6 lbs. #AMB-CLA, NEW w/schem., $22.95 
30-0980415-C31, as above but green $17.95 


SEMICONDUCTORS ~ 


$2.50 2114 RAM, $1.00 

: #i.00 AYS-1013, UART 82.95 

casss 2-op-amp 4/S$1 CD4069 CMOS, 3/91.00 
; 4k-130 20 A MOV $1. 


pest with peat stink $1.25 


2N4126 PNP lo-no 6/$1 
TIP120 NPN darl. 75¢ 
TIP142 NPN darl. $1.00 
7808 8 v reg., 3/41. 


IGDES & BRIDGES new/unused removed f/equip: 
VAM #V1ISOLA1OA, 150 VAC VDC 45 joules, $1. 
25 amp 50 volt bridge, $1.35 
6 amp 50 volt bridge, $1.00 
9404 DIODE 100 V 50 A; no heatsink $2. 


50 PIV 20/¥1. 35 AMP 50 PIV $1.80 
; 400 PIV 15/p. INO es * a. lo 

wa 1000 PIV 10/$1. 400" «3,25 
5 AMP 800 PIV, $1.75 1N3890 100V 12A 4/43. 
31 diode, $1.00 ca 2ENERS, 1 W: 3.3 3.9 


MR-Series, 6 amps: 4.1 10.2 V 4/$l. 


11.6 12.0 V 3/$1. 
R752 200 $1.10 1N2974B, 10 W 10 V 
‘MR754 400 " 


1.25 5% stud mt. $1.25 


‘1N1357RA ZENER, 10 W 18 V 5% rev-polerity $1. 


VaRO VTAaZ00/S 200 V 25 amp cridge rectifier, 
¢.t. cathode, stud mount, $1.00 ea. 4/$3. 
O-100A RECTITIEGR, 50 V 100 A conservative; 
- no hardware or pigtail. House #3 2xl". $2. 
30084-A (-AR=reverse) DIODE, 300 V 84 A, $5, 


RED, T-12 size 8/$1. GREEN 6/$1. 


DARK RED, HP5082-469%, 6/$1.00 

7-SEGMENT NUMERIC DISPLAY, com= 
| lefthand decimal HP5082e7730 $1. 

SLA~2 DISPLAY; .33", = or =1 and 1, 2/$1.00 


8-pin low-profile 5/$1. 
14-pin wire wrap 6/$2. 
| & 14-pin standard 5/#$1. 
- 40-pin. 1. \p. $1.00 
16-P wire wrap 6/82. 
pinelap.,  4/$1. 
Papin lps, = 5/Sl. 
@4-pin stnd. 50¢ 
8-pin stnd. 60¢ 


16-pin 1l.p. 
20-pin l.p. 35¢ 
24<pin l.p. 40¢ 
28-pin 1.Dp. 45¢ 
40=pin stnd. 


ey 40-pin, 23" 
_ 43=16P1; one 16-pin, 12" 
4 ; two 16-pin, 46" 
_ 43—24P1; one 24-pin, 12" 
60-24P2; two 24-pin, 23" 


female DB-25S; 3#. #CEB-RS222-5 used, $8. 


INSTRUMENTS SEMICONDUCTOR MEMORY DaATa 
© (1975), 272 “pages, $1.00 


SINGLE-SIDE copperclad etch- 
ing board for making printed 
circuits. Phenolic (PH) or 
fiberglass (FIB) backed: 
#PH-4"x18", $.75 ea; 4/92.50 
#PH-16x18, $2.75 ea, 5/S$10. 
# IB-16x18 single-sided, $3.50 ea, 5/$12. 
IB-15x12 double-sided, $2.65 ea, 
ee ee Ok OK OK OR OR OR OK Ok ROK OK OK 
THIN COPPERCLAD, less than half thick- 
ess of above; easily flexed to make cylin- 
8, RF shield, or laminates; fiberglass 
e Be eraided (SS) or double-sided (Ds). 


-ss- -14°x18", 
-Ss- 16"x24", 


$2.00 ea 
S7eS. 


O4019" thick, 
0.015" th, $2.25 ea, 


||) BETACOM PROCESSOR BOARD, 
#4 originally part of the 
~ Pro Communications box 
above; we do not know 
its designed capabili- 
“loaded” 


8088 PROCESSOR BOARD 
tani) fl 


MPU, 8203-3, 

soldered 4/825 

82B4A, 8/4164=20 9 

74-, 74LS-, and 14- 
additional five 27128; 2.4% 
14x10, 3 lbs sh. #8088-PCM, NE! 


CORTRON KEYBOARD ™S aoe 
with ferrite core ses 


standard 54-key 
nh etl 


é weys (4 unmarked). 
But i keys; looks 
lik Wit 2/7403, 7405, 
74165 ww” 4LS00, L302, 2/ 
1504, 2 js ‘ 1s14, Ls20, 4/1874, 
2/1893, pail. 0-551276 con- 
troller. 2 


; No further 
info, ohyie NEW $24;95 $6. 


84-KEY MICRO- 
SWITCH KEY- 
BOARD, stand- 
ard qwerty 
format with 
13-key numer- 
ic keypad; 15 red control keys. IC's Sij/-10667 
MC836P, SW-20339K controller. Grey keys and 


case; 74xl17$x2$ 4 1b. #64-SD12-14 useds2e $12. 


#8120302, same as #84-SD12-14 except with 


Japanese KANA symbol characters; NEW s40 $15. 


8048 CPU 


MICROFROCESSOR CONTROLLED KEYBOARDS. fea- 
tures F8O048 controller, an 8-bit CFU, ROM, 
RAM, I/0 package with 8 ROM, 64x8 RAM, and 
27 I/O lines. : Pp with 8000 Series 
peripherals; ith 8048 info. 


Ceres ie esr s os ee te 
Delete in Line, Insert, 
Char Erase-Xfer, Ctl FPage-Frint, 

Msg-Wait, Cursor direction, etc. IC ; 
7442, 8048 & 5.904 MHz xtal 3’ cord w/DEC9S. 
BL2SxiSxS,, 5 vhs sh. #2925479, 


CORTRON 110-KEY 
MULTI-FUNCTION 
KEYBOARD with 
gquerty format, 


13-key nu Le ‘ 
pad, cur sf) 
d keyg. aA 


Ingert. Eras 


"Delete, 
Frint, Kboard Un- 
Bt, FCC Clear/Search 
’ ‘E"¥ Generate/Msg Wait. | 
54 *s5 CD4051, LM393, 
74LS00, 7 ABS } 8048; 6.00 
MHz crystal. One avbe "reject. 
Fe SRL IKL Oo, 2 Lbs. $19.95 $7. 


HIGH QUALITY FULL-RANGE 4 OHM 
SPEAKER, 5.25" dia is nice auto 
'size. Response 55-20000 Hz with 
30 watts nominal (45 W max) ra- 
ted. Has inner tweeter cone and 
a 63Mhtias Larges 3" diia x 7/8"H menses @ 
lbs sh. #MA-SP5330, NEW $14.95 
> + > > + > + + * a ad + + 

BUDGET FULL-RANGE SPEAKER, 

4.6" dia, 8 ohms. Rated 5 

watts, 85-12000 Hz response. 

Use as monitoring speaker. Mag- ew” 

net 2.4" dia x7/8"H, 2#. #MA-SP465, “NEW, $6. 


NEW, $24,955 $9. 


BETACOM PROJECT BOX 


BETACOM FESSIONAL COMMU-— 
at FR BOX, ori- 
ginally s 
wo rs Ae ata 
rolled {27 


the 4. &x 10. @x 

= amp modular if Ge a 25 V power sup- 
ply as a project box. Ee ‘Clean front panel. 
Circuit boards available separately; no 

info. 16 lbs sh. #PCM—-BOX, unused, $24-S55 $20. 


J] DOORBELL’ RECTIFIER 


B UNITRODE "DOORBELL" RECTIFIER, modu- 
lar 1.75" dia high voltage rectifiers 
which can be screwed into one another 

128 (stacked) to attain desired rating. 
_ Base unit required which would plug 
into industrial tube socket; 1 lb sh each: 
#UDA-10, rated 10 KV 1 amp (in air), 1.4 A 
if oil-cooled; 2 uA max reverse, NEW, $12. 
#UDB-2.5, rated 2.5 KV 3 A (in air), $10. 
#BASE-92B JUMBO 4-PIN BASE for above, $6.95 


oe es ee ee A Me Ome ee er Mee te es aT 


#UDA-10/92B COMBINATION PRICE, $16.95 


HIGH VOLTAGE DIODE 3 PHASE "y" 
BRIDGE from 200 VDC power supply; 
6 submodules each with ten 1N1095 
diodes and five capacitors series- 
parallel. 3. 3x2..3x3..7,). 2 Ube ah: 
#1540/ARC-58, used, $6.00 


Tli-742 PROGRAM TERMINAL 


TEXAS INSTRUMENTS 742 PRO- 

GRAMMABLE DATA TERMINAL, 

ASCII terminal with 1200 

baud modem card which al- 

lows data to be recorded 

onto digital-grade mag- 

netic tape cassettes and 

later transmitted to 

another terminal or 

central computer. 

Keyboard has 68 

Printable and 33 control characters plus key- 
punch-type numeric cluster. Printer utilizes 
Sx7 dot matrix head and prints on 8x11 ther- 
mal paper. Dual cassette deck storage 288K 
characters/cassette min; 800 BPI, 86 charac- 
ter block phase-encoding. Off-line playback 
or record ®@ 20 char/sec; tape duplication @ 
200 char/sec. On-line play/record ® 110, 150, 
200, or 1200 baud. Requires 115 VAC 60 Hz; 
14.6x21.2x19.5, 70 lbs. Sold "AS-IS" used- 
complete w/info, $89.50; less modem card $55 
+e eee reeee eee eee eteereeeret 
PRINTER TERMINAL only from TI-742 less modem 
card; modify for stand-alone use. 45#; $20. 
DUAL CASSETTE DECK with control panel from 
TI-742; 32 lbs sh. #2CD-TI742, used, $35.00 


TI-732 KSR DATA TERMINAL, similar to 742 
printer but for TTY communications. Five le- 
vel baudot code, 20 ma neutral loop. Send-— 
receive speeds 50, 75 or 100 baud (6.67-10- 
13.32 cps). Upper case only 37-key QWERTY 
keyboard; SS printable characters & 5 print 
functions. Adapt to RS232C interface or 
acoustic couplers; 45 lbs. Unused, $135.00 


KEYTRONICS PC KEYBOARD 
oR KEYTRONICS 51-SERIES 

AR EES ASR with 

a Data per- 


mputer and 
Be angi patiable 
"clone" PC’s. 
QWERTY i ° 
10 function keys; color 
with coil cord & connector.” U ghtly 
used with minor "scuffs" but test "OK". 


7.5x17.5x2, 7 lbs sh. #CD-KEY-51, $4995 $39, 


SIDE-CUTTER 


BAHCO PRECISION SIDE-CUTTER for 
close cuts of 1.2 mm copper wire. 
Joint pressure adjustable; cut 
ends retained by wire hdlder. 

Top quality; Swedish-made. 4.5"L, 
2 lbs. #B-SC-2132-4, NEW, $8.95 
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Piggy (O0-TURN COUNTER 


100-TURN COUNTER with CRANK, 
eee turns from 0.1 to 99.9; front 
+ plate 3"x*3". Shaft 2.3"Lx0. 25" 
Cbs . 
* dia; coupler included. 3 lbs 
a sh. #CR1O00T-339, used, $18.95 
a #KN100T-339, 100-turn counter 
with knob instead of crank, $16.95 
#KN10T-939 10-turn count w/knob, $12.95 


be alm 
ANTIQUE TUBE 


RAYTHEON TYPE B with brass 
base & tipped glass; circa 
1927. Most have no printing 
on base; 4.3" H, 1 1b sh. 

* #RAY-B-NP, no print, $7.50 
rahe #RAY-B-WP, with print, $15. 


ENCLOSURE 


STEEL ENCLOSURE with 
metal feet and hasp 
fastners. Nice 6.5x 
9.3xS size for variety of projects; 
5 lbs sh. #ENC-RM3S9, $3.00 ea; 2/85. 


OVE CLOCK 


STOVE CLOCK TIMER, 
easy-to-read mechani- 
cal digital clock, 


DUAL 100-TURN COUNTER mies 
on 5.9"H x 10.3"W panel! i oak 
with spin crank knobs; 2 } Solara hie... 
counters marked LOADING iw ? t ay 
and TUNING. One counter ft P 

has yeared-drive offset oe J 


5.1"; qearing can be disabled for direct- 
drive. O/a 14"W; 7 lbs. #100T-368, used, $20 


VARIABLE INDUCTORS 


ROLLER INDUCTOR, 14.3 uH; 24 


iii 4 turns #12 tinned-copper wire Start-Stop clocks & 60 minute timer; 
peal “ in 3.3"Lx2" dia coil. Roller 115 VAC 60 Hz. Panel 5x6x2:8, 3 lbs 
~~ % contacts; less coupler. Shaft / sh. GE#1317675, unused, $5.95 


Wi 3/8"Lx1/4" dia. O/a 3x5x6, 4 
™ , lbs. #339-L44-MED, used, $28. 
leé + +> > ++ vod a > ad > +> + + > 
ROLLER INDUCTOR, 6 uH, 12 turns #12 T-C wire 
in 1.5"Lx2° dia coil. Shaft 3/8"Lx1/4" dia. 
07a, A75x5xS, /4 iba sh. #339-SH-LS5, alongs 


EXCITER DECK from T-368 
transmitter, includes 


+ + * + > + * + + > + > aa > > > > > ad 
tunable VFO, i 
ROTARY INDUCTOR, 103 uH; 61 a Pe pater, ris ah aaa i 
turns #10 T-C wire form 8.75"L fu { 1o5+a) Tate Garo” and 
. ; a +8 oa . , ’ , ‘ 
x3.4" dia coil. Uses sliding me a 12-20 MHz. Uses type 6000 tube as power amp 


contactor on qlass rod. Shaft: 
3/8"x1/4" dia; o/a 8x8xl14, 18 é 
lbs sh. #939-L6-LG, used, $35.00 


Ppen COAXIAL RELAYS 


DOW KEY SPDT COAXIAL RELAY, 115 

) VAC coil and three UHF connec- 

@) tions. RF Power rated 1 KW @ 100 

= MHz, 750 W @ 400 MHz. 3.52.5 
x1l.1, 2 lbs sh. Used: 
#DK-60-262842, two auxiliary 
contacts, $21.95 

#DK-60-2604, no auxiliary contacts, $19.95 

ENCLOSURE for one relay, 5.5x4, #ENC-DK, $5. 


ANTL- INTRUSION 


AN/GS@-151 ANTI-INTRUSION 
ALARM SET, portable, wire- 
less battery-powered set , 
desiqned to detect person- jy 
el and equipment movement | 
in the field. Consists of | © 
four detector sets with 
geophone stake on 8’ ca- 
ble, a receiver and alarm 
headset. Detectors are 
positioned with geophone placed in earth. 
Detected movement is transmitted in pulses @ 
148.02 MHz; different pulse rates identify 
each detector. Receiver converts pulse to 
differentiated audio tone for the headset so 
that user can determine erea of intrusion. 
Detector sensitivity movement range selecta- 
ble 8, 15, 50, 70, and 130 feet. Transmit 
range to 1 mile (ideal conditions). Designed 
to operate in extreme enviornments. Detect- 
ers and receiver each require two 9 V trans- 
istor batteries (not supplied); 3x5.5x1.8 
each. Detectors may have broken stake hold- 
ers. 10 lbs sh. Used-excellent, $350.00 


voltages, exciter functions as 5 watt 
transmitter. Requires -55, +150, +275 


tube. With tubes 3/6AH6, 2/5749, 6000 


#EXC/T368, $75.00; Without 6000 tube, 


CS-76 CANVAS BAG, handy "six- 
pack"-size (7x10x8) perfect 
for carrying parts at ham- 
fests, ammo for the hunter, 
etc. Has adjustable strap; 

3 lbs sh. #CS-76, $4.60 $3.00 
#CS-76L, canvas with leather corners, 


= 


USB, LSB, AM, CW, FSK and FAX. Input 


within 9 db with 40 db input change. 


identical to CV-1758, partial repro, 


to excite T-368’s 4-400A tube. With proper 


and 6.3 VAC plus +370 VDC, 26.5 VAC for 6000 


schematic. 5. 8x10x10.8, 15 lbs sh; used. 


CY-684 BOX 


CY-684 SPARES BOX, hinged 
with hasp fastner; space 


for mini- and GT-size tubes and vibrator. 
P/o GRC-3--8; 3x10.3x5, 3 lbs. Unused, $9.95 


#CW-189, like CS-76 but 9x10x10, used ST $4. 


TMC SSB CONVERTER 


CV-1758 SSB CON- 
VERTER (TMC 
MSR-9) for 2-32 
MHz receivers 
with 455 KHz IF 
like the R-390A 

and SP-600-JX. Operates 


0.1 to 10 V-rms; imped 240K ohm. Bandspread 
+/-3 KHz; Slow/Fast AVC. Output constant 


imped 8 or 600N. Requires 115/230 VAC 60 Hz. 
5.3x19x13.5, 30#. Used-reparable, $165.00 
MANUAL for CV-591 (MSR-4) similar but not 
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ANTENNA TUNER 


BC-939 ANTENNA TUNER, used 
with BC-610 2-18 MHz transmit- 
ter. Two 100-turn counter di- 
als "tune" 2-10 and 10-18 MHz; 
10-turn counter adjusts coup- 
ling. Has variable inductors 

103 uH, 14.3 uH; and’)1.'3 UH 


#7 


CW 
VDC, 


te te RT He ee 2 re 


TN-339 TUNER, similar to BC-939 except 
with 2-20 MHz T-368; has. 100-turn co 
& 6 uH inductor for Coupling. Used, 


and 


$34.95 


1000 OHM HEADSET, similar 
military H-140 except wii 
long 15’ cord with 1/8" dia 
mini-jack instead of U-22 “a 
plug. Comfortable 4.5x3.5 vi 
nyl-air cushions & adju 
headband; 3 lbs. #HS-GIC/RRE, unused, 


HS-33 HEADSET popular military 
600 ohm set with ANHB-1 or si- 
milar elements. Includes brown 
HB-7 headband with 18" cord & 
PL-354 plug plus a pair of 
MC-162 2.5" dia rubber cush- 
ions; 2 lbs sh. Unused, $19.95 
M301 4" CHAMOIS CUSHIONS, $5S/pr 
CD-307 65" CORD for HB-7, $2.00 


$4.50 


HEWLETT-PACKARD 130B X-Y 
DC to 300 KHz single tra 
with large SA@P2 CRT; é 
use and low priced! Ver 
and horizontal sensitiv: 
mV to SO V/em in 17 cali 
< y steps, 1-2-5 sequence; \ 
er to 125 V. Sweep 1 usec to 5 sec/cm 
steps; vernier to 12.5 sec. Input impe 
2 megohms shunted by 25 pf. Calibrator 
mv P-P, 300 Hz squarewave. Requires 115 
VAC 60 Hz; w/partial repro book. 15x9. 
49 lbs. Used-reparable, $90. Checked, 


voltage 


Output 


$8.50 


